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Cast with PF R Fk ANT)” 


After the preliminary steps are taken for the production of an 
inlay or other casting, the Perfection Casting Machine will 


give you full cooperation in the final successful result. Casting 


is the simplest factor in the making of a cast restoration, when 


the Perfection Casting Machine is used. 
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NO LAUNDRY BILLS! 


®*Use Red Cross Towels once 
and throw away. Excellent to 
protect patient in chair—con- 
venient when patient needs 
towel to carry when leaving 


RED CROSS TOWELS 


office. Size, 19" x 14", folded 
for ease of handling and stor- 
age. Made principally of cot- 
ton, with water-repellent 
crepe cellulose back. Boxes of 


100 and 500. 
ORDER FROM YOUR DEALER 


DENTAL DIVISION 


i { NEW BRUNSWICK, N. J. \ CHICAGO, ILL : 
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aircraft battery is stationed near. 
by. On the roof of at least one Gov. 
ernment building I spotted another 
battery, manned by soldiers watch. 
balaailieadll ing the skies. The town is full of 


soldiers and sailors and officers of 
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every rank, with quite a sprinkling 
of the officers of allied nations, | 
saw one trim Chinese, wearing 
long cape lined with red silk. 
The very air seems charged with 





| the spirit of determined effort. Ip 

Ss S88 Government departments we visit. 

ed, I saw no one who didn’t appear 

J / , to ~ a — rape: 
4 to his job. Talking wit 

be Pub Reloe 5 | ' , : pr : 

people, nowhere did I hear a single 

expression of defeatism; every. 


C © IR INT EX ik where, I sensed a calm feeling that 
| there is a big job to be done—a 


| long, difficult job—but that there 
































| No. 248 is utterly no doubt as to the out- 
come. 

| (2. Whos In a few days in Washington, 

| 4 you get some inkling of the enor- 





| mous proportions of the war effort, 





DENTISTRY GOES — a realization of the mammoth or- 
TO WAR ganization that must function here 

at home in support of the boys on Wi 

HERE IN PITTSBURGH, except for _ the firing line. You realize, if you Br 


the great activity at the steel mills, never did before, that the War de 


the War still seems remote; that mands home-front services of every Br 

may be true of your town, too. But, _ sort, that every ounce of effort con use 

last month, right after New Year’s, _ tributes to the effectiveness of the _ 

I had occasion to go to Washing- undertaking as a whole—that serv- 

ton; there, the gigantic undertak- ices the public at large perhaps 

ing is so much in evidence that it is _ never thinks about are vital parts ol ing 
| almost impossible to forget it even the whole, dental service for ex ost 


for a little while. ample. tea 
At night, the streets are dimly Naturally, those of us who live 
lighted; in the hotels, air-raid in- and work in the dental field, as 


| structions are posted in the corri- members of the profession, or 4 

dors and in the rooms. laymen like myself, are conscious 
| Armed soldiers patrol the streets _ of dentistry’s part in the great plan. 
i 


| about the White House; an anti- (Continued on page 142) 
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This Patient may 
need the THREE ROW 
p, D. TOOTH BRUSH 





















This Patient may 
need the TWO ROW 
D.D. TOOTH BRUSH 
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With the new Two Row D. D. Tooth 
Brush, or the regular Three Row D. D. Tooth 


Brush —whichever you recommend — your patient 





















uses a modern aid for oral hygiene. The Two Row Brush, 
made because so many dentists demanded it, has a more compact brushhead. 

Both the Two Row and Three Row D. D. Tooth Brushes have the same 
ingenious handle twist which turns naturally in the hand for easier, more correct 
and more efficient tooth brushing and gum massage. Both brushes offer strateg- 


ically spaced tufts and resilient bristles for maximum interproximal penetration. 


BRISTOL-MYERS COMPANY 
630 Fifth Avenue Dept. 4 New York, N. Y. 


4 MODERN TOOTH BRUSHING AND GUM MASSAG 
= 


SCIENTIFICALLY DESIGNED FOR se} 
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Plain Line 

The No. 9—a good, reason- 
ably priced Plain Line Artic- 
ulator. Adjustable for height 
by use of a new type yoke 


operated by a free-running 
screw. Price, $1.50. 











or Crown 


The No. 10 Lewis Crown 
Articulator features com- 
plete lateral swing with 
automatic lift to conform to 
cusps of teeth. A full 
1-11/16 inches between top 
and bottom plates permits 
use of much thicker models. 
Price $1.75, 











these popular Arrticulators still offer the Sturdy 
Quality, Fine Workmanship and Finish which 


have made them Famous 


Both are manufactured from stiff cast bronze for 
hard, continuous use. They are precision made 
with all parts milled to fit properly. All-around 
quality and finish are in the Buffalo Dental tradi- 


tion of producing nothing but the finest. 


Baffle Dental 


een ea aio BUFFALO, N. Y., U.S.A. 

















“No Stone More ACCURATE 
,None So TOUGH . . as 


CASTONE 
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For PRECISION CASTINGS 
. Large or Small..and for 
ACCURATE SOLDERING.. 


GRAY INVESTMENT 
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(Continued from page 138) 

But I think that anyone going to 
Washington, as I did, will come 
home, as I did, much more deeply 
impressed by the profession’s im- 
portance in the fight against the 
Axis. Dentistry’s share of the big 
job has been and is being organ- 
ized to the nth degree, thanks to 
the genius of Brigadier General 
Leigh C. Fairbank, head of the 
U. S. Army Dental Corps, and his 
hard-working staff. In Washing- 
ton, I had an opportunity to see 
some of the highlights, in the Sur- 
geon General’s office, at the Army 
Dental School, and at the Army 
Medical Museum. 

What impressed me 
more than anything else was the 
insistence that everyone, including 
the lowliest private, be given den- 
tal service of the best possible qual- 
ity. This ideal appears to be the 
foundation stone of General Fair- 
bank’s skillfully planned and rigid- 
ly controlled organization. Every- 
thing seems geared to that ideal: 
the character of men accepted for 
service in the Corps, the character 
of equipment and supplies provid- 
ed, the detailed plans for meeting 
not only the requirements of work 
in established Army dental clinics 
throughout the country, but work 
under emergency conditions in the 
battlefield. For instance, one den- 
tal kit is planned for transporta- 
tion by burro for Dental Corps of- 
ficers attached to the Field Artil- 
lery; the specially designed chest 


perhaps 





ORAL HYGIENE 


Pi 





February, 1949 


contains an engine, a chair. and 
supplies for four months. Another 
kit is designed for transportation 
in motorized units. Part of the 
training Dental Corps officers re. 
ceive fits them to provide dental 
relief on the firing line, and has 
been perfected in maneuvers dur. 
ing the war games. 

Never have I seen better equip 
ped or more efficiently adminis. 
tered dental offices and laboratories 
than those at the Army Medical 
School; never have I seen more 
fascinating research projects than 
those being pursued in the dental 
division of the Army Medical Mu. 
seum. The Museum dates from Civ. 
il War days, and, unlike most mu- 
seums, it is a beehive of activity; 
its thousands of records and speci- 
mens are there for study looking 
toward the improvement of tech- 
nique. 

All in all, you would return from 
Washington, just as I did, proud of 
a profession which is playing its 
part in the War with so much vigor 
and intelligence and vision. 

You would return from Washing- 
ton, as I did, filled with enthusiasm 
for what dentistry has done and is 
doing and will do for the men in 
the fighting forces. 

Our boys will return to civil life 
when the War is over with vastly 
greater respect for the profession 
and its achievements, thanks to 
General Fairbank’s relentless pur- 
suit of the ideal he set for the or- 
ganization which he heads. 
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SHORT-PANTS DICTATORS 




























Little patients, who snub their noses at any 
suggestion of medication, eagerly accept the 


delicious 5-vitamin nutritive tonic, CAL-C-TOSE. 


e Cal-C-Tose carries no suggestion of medication. Added to milk, it 
makes a rich, appetizing, chocolate-flavored drink that tickles the 
palate of the most finicky child. It is delicious served either as a “hot 
chocolate” or as a cold, refreshing milkshake. 


e In addition to its full protective complement of the essential vitamins 
A, Bi, Bz, C, and D, Cal-C-Tose also contains skimmed milk protein, 
dibasic calcium phosphate, and other valuable minerals. 


e Because of its appealing flavor, it encourages an increased consumption 
of milk in those who may dislike it; thus additional amounts of natural 
vitamins and minerals are ingested daily. 

@ Moreover, it is economical. Judged on the basis of its vitamin content 
solely and disregarding entirely its nutritive value, Cal-C-Tose is one 


of the most economical of all 5-vitamin products. 


HOFFMANN-LA ROCHE, INC. NUTLEY, N. J. 


CAL-C-TOSE— peticious 5-viTAMIN NUTRITIVE 
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ZINC CEMENT IMPROVED* 


An excellent, all-purpose cement. It’s strong, it holds, and 
has high resistance to oral fluids. Four colors meet all color 
matching requirements. 
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4-2 NEW USER PACKAGE 





with trial powder and liquid 


1 each Powder 
No. 11 Pure White 
No. 12 Tooth Yellow 
No. 13 Incisal Gray 
No. 14 Gingival Brown 


2 Bottles of Liquid 
1 Powder Measure 
1 Trial Powder No. 12 
1 Trial Bottle of Liquid 











$5.00 





PRICE 











*COMPLIES WITH A.D.A. SPECIFICATION NO. 8, FIRST REWI 
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REVINeSale by Your Local DealereTHE $.S. WHITE DENTAL MFG.CO., Philadelphia, Pa. 


SILVER CEMENT 
IMPROVED* 


Zinc Cement Im- 
proved with 2% silver 
phosphate added. For 
cementing where germi- 
cidal action is desired; 
for fillings in deciduous 
teeth, and step, liner, 
base, and temporary fill- 
ings in permanent teeth. 


Pow DER—$ 1.00 
Liouip—$ 1.00 
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RED COPPER 
CEMENT™* 


Zinc Cement Im- 
proved with 25% 
red copper oxide 
added. Indicated for 
operations requiring 
a potent germicidal 
agent. 


Pow DER—$ 1.00 
Liguip—$1.00 
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KRYPTEX 


{ translucent “‘stlicate’’ cement 


For all cementing operations where color 
and translucence are important. Has a con- 
stant volume, great strength, durability, and 
permanence. Oral fluids tend to intensify its 
hardness. Six colors—No. 1 White, No. 3 
Light Yellow, No. 5 Dark Yellow, No. 6 
Light Broownish Gray, No. 9 Yellowish Light 
Gray, No. 12 Dark Gray. 














ONE-COLOR 
PACKAGE 


Contains 1 Powder and 
Liquid— 
Price $3.00 


THREE-COLOR 

PACKAGE 
Contains 3 Powders 
(Nos. 3, 6, 9) and 
3 Liquids— 


Price $7. 50 











GERMICIDAL KRYPTEX 


Kryptex with 0.2% mercurammo- 
nium chloride added. Ideal for ce- 
menting orthodontic bands. Useful 
for fillings in deciduous teeth and 
six-year molars, and where strong 
germicidal cement is indicated in 
posterior locations. 


ONE-COLOR 
PACKAGE 
Contains 1 Powder and 

Liquid— 


Price $3 OO 


ORTHODONTIC 
PACKAGE 
Contains 114 ozs. 


Powder and a two- 
bottle Liquid Unit— 


Price $7.00 
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S‘S- WHITE 
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Prices subject to change without notice 
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Looe moving industrial wheels 
or INTESTINAL WASTE 


Sal Hepatica plus water, taken as suggested, creates tempo- 
rarily unabsorbable liquid bulk in the costive bowel . .. for 





gentle stimulation of peristalsis, smooth flushing and lubri- 










cation, and improvement of water balance. It’s a modem 
and pleasant method used by many dentists for prompt and 


thorough removal of alimentary waste. 


DENTISTS FIND SAL HEPATICA HELPFUL 
DURING TREATMENT OF: 





PERIODONTOCLASIA VINCENT’S ANGINA 
CHRONIC ABSCESSES RETAINED ROOT FRAGMENTS 
PULP INFECTIONS FETOR EX ORE 







Literature upon request 





SAL HEPATICA supplies Liquid Bulk 
to Flush the Intestinal Tract 


BRISTOL-MYERS CO. e 1° L West 50th St., New York, N.Y. 
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The emphasis these days on whole 
grain foods for National Fitness is, 
of course, NO news to you who read 
this page. High among the whole 
STE grain foods which contain all the 
energy of the pure grain — whole 
ui wheat—is Nabisco Shredded Wheat. 
ol. for ASabreakfast, luncheon or supper 
nd lubs. @ Nabisco Shredded Wheat ind milk, 
modem & ‘opped perhaps with fruit, has sev- 
moptand @ etal important advantages. It is made 
from 100% whole wheat and sup- 
plies whole wheat’s plentiful energy. 
It is low in cost, and is extremely 
easy t0 prepare and serve. And 








ELPFUL 


GMENTS NABISCO means NAtional BIScuit COmpany 








af TO YOU WHO 
HELP KEEP AMERICA FIT... 


Reminding you of a low-cost one-dish meal that 
provides all the energy of Whole Wheat and Milk 





judging from the millior’s who eat 
it day after day, it is an appetizing 
meal. 

For many years a recognized 
“stand-by” food, Nabisco Shredded 
Wheat, with its keen, nut-like toasted 
flavor, today takes its place among 
the “preferred foods,” not only be- 
cause of its whole wheat energy but 
also because it is a food that encour- 
ages greater intake of milk. 

In recommending this famous ce- 
real it is well to specify the full name, 
“Nabisco Shredded Wheat,” which 
is the original Niagara Falls product. 










IMPRESSION AC is 
a revolutionary new 
acrylic powder and liquid impression 
material with exceptional qualities 
for taking accurate impressions for full and partial dentures, 
bridges, make-overs and relines. 
This completely practical material eliminates the necessity 
of preliminary heating, and cooling in the mouth. Requiring 
no equipment other than a bowl and spatula, it not only isa 
great time saver but does away with unnecessary mess. 
Impression Ac is quick and easy to use. 
Only a very few minutes are needed 
for the most difficult impressions. 
It springs over the most extreme tooth 
or tissue undercuts without distortion— 
assures better fitting, more comfortable 
restorations. For impression accuracy in- 
sist on Impression Ac! 





For useful information and Justi-facts 
about Impression Ac, Denta Pearl Teeth and Acrynamel p 
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Stronger than por- 
celain, more natural 
in appearance and mouth 
comfort, Denta Pear! Plastic. 
Teeth are rapidly growing in 
: popularity. Clatter- proof, 
shatter-proof and check-proof, these practical teeth are preferred 
by patients. Their human color defies detection. Try them on 
your next acrylic full or partial denture. 


— MEL 
ae acRrYNA ACRYNAMEL, the original 
non-granular acrylic enamel for 
construction of jacket crowns, bridges, 
2 2 easily duplicates the most opaque or 
ney 2 , translucent teeth. Life-like in appear- 
<P. 4 a ance, with wearing qualities akin to 
a natural teeth, Acrynamel restora- 


f es eee x 
tions win instant patient approval. 
The KIT contains powder and liquid 


a for over 100 cases, and shade guide. 


ACRYNAMEL ACCESSORIES 


Other Justi Acrynamel products include 
ACRYNAMEL STAINS for characterizing Denta Pearl 
Teeth and Acrynamel restorations. ACRYNAMEL 
INVESTMENT for all acrylic work; ACRYNAMEL 
SEPARATOR which provides a smooth coating for 
vestments; ACRYNAMEL FLASKS — bronze, 
four piece knockout small size for inlays and 
simple jackets, larger size for six tooth bridge. 

Justi Acrynamel products are available at lead- 
ing dental supply houses. For descriptive, illus- 
trated literature write today. 


HD. JUSTI-& SON. INC. Manufacturers of Porcelain Tooth Since 1864 
PHILADELPHIA 


see Justi’s new technique sheet in the February and March issues 


of DENTAL SURVEY and DENTAL LABORATORY REVIEW 












Here’s why you will find this new, improved dental plate 
powder, Perma-Grip, especially valuable in your work: 


@ By making the patient more comfortable 
during the period of adjustment to new 
plates, it will help to keep him satisfied. 


@ By making plates fit better and adhere 
more firmly, it will help to maintain the 
patient’s fullest confidence in the work you 
do for him. 


SLIGHTLY ALKALINE 
TASTELESS 


DOESN’T “BALL-UP” 
> 


At all Drug Counters—35¢ 


PERINA-GRIP 


DENTAL PLATE POWDER 





MADE BY THE MAKERS OF 
MASSO AND PRO-PHY-LAC-TIC 
TOOTH BRUSHES 
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A Quick Easy Polish — 


For Acrylic Dentures 


cca net TIN AR Nemes 
on MEE ; nonce ae 7 

































DUAL is a dry polish which removes scratches and at the 
same time produces a high glazed surface. 

DUAL will speed up the finishing of dentures without the 
danger of burning. 

DUAL is used generously on a clean cloth buff for cutting and 
used sparingly to obtain a high polish. 


DUAL is used on all denture bases as well as metals. 


DUAL is fast and economical as it lasts longer. After denture 
is worn and trimming is necessary, DUAL is indispensable for 
a quick high glazed polished surface which will not irritate 
sensitive tissues. 


Mail coupon below for Special Introductory Offer. 


a 
2 Cake Size * SPECIAL INTRODUCTORY OFFER . 
1 50 ; Iteco Dental Mfg. Co., Portland, Oregon : 
. : Enclosed is $1.00. Please send ewe regular 4 
g $1.50 size of Dual Denture Polish. : 
° * 
4. Cake Size : PN iAsbWibo0 cds densi eeendd Senne beeNetas sens euees : 
et NN siete ck eee ee eee eee ee was ' 
$2.50 - Mail Today—This Offer for Limited Time Only : 
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ITECO DENTAL MANUFACTURING COMPANY 
2009 N. Killingsworth = PORTLAND, OREGON _ Since 1924 
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HARRY. J. BOSWORTH COMPANY 


1315 SOUTH MICHIGAN AVENUE * CHICAGO, ILLINOIS 
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UR UO Bw? 
New Hue 
PONTICS 


TRUBYTE FOR STATIONARY 
NEW HUE SHADES BRIDGEWORK 


Ready built-in root ends save 
time . . . All-porcelain in- 
cisal assures greater esthetics 
through elimination of gold 
at the incisal. 





THE INCOMPRRRBLERE 











TRUBYT 
NEW HOG 
PONTI C&M 





NEW tooth . . . impo 

not because it's new 
because of its revolutionary 
sign . . . an all-porcelain in 
area that enables you to en 
bridgework that gives 
patients the maximum of be 
and practicality. 


OU save hours of time when you construct a case with Trubyt 

New Hue Pontics, because the contour at the gingival an 
the all-porcelain incisal area do away with the necessity for ad 
ing root extensions and incisal tips. 

In addition, Trubyte New Hue Pontics, in the easy-to-matd 
Trubyte New Hue shades, insure harmonious blending with a 
jacent natural teeth. A postal will bring you a Mould and Techn 
Book. 





A Form for Every Face 
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RUBYTE New Hue dentures reveal the artistry that HE artificial posteriors that are acclaimed a satisfac 

your skill and modern dental science make possible tory substitute for natural posteriors by the professio 
better than any other form of dental service. and patients. 

Trubyte New Hue Teeth offer you a composite of the The scientific engineering of Trubyte New Hue 20 
requirements for lifelike restorations. Posteriors provides patients with maximum comfort an 

Easy-to-match natural shades. efficiency. 

Translucent, fluorescent porcelain that makes the teeth Low cusps; no locking. 
come to life in the mouth. Narrow contacting surfaces that minimize traume 

All-porcelain approximal surfaces permit rotation to assure stability. 

Ample food table, as in natural teeth. 


any desired arrangement. 
Wide variety of moulds that provide a form for every Interacting knives carved into occlusal surfaces f{ 
face, a size for every case. efficient mastication. 


A Size for Every Case A Shade for Every Complex 





tistry that HE artificial posteriors that are acclaimed a satisfac- 
tory substitute for natural posteriors by the profession 
and patients. 
bsite of the The scientific engineering of Trubyte New Hue 20° 
Posteriors provides patients with maximum comfort and 
efficiency. 
bs the teeth Low cusps; no locking. 
Narrow contacting surfaces that minimize trauma, 
assure stability. 
Ample food table, as in natural teeth. 
Interacting knives carved into occlusal surfaces for 
efficient mastication. 
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JPE OF DENTURE RESTORATION 


TRUBRIDGE 
NEW HUE 
ANTERIORS 


and POSTERIORS 


RUBRIDGE New Hue Teeth 

are teeth that give you a 
combination of the beauty of 
Trubyte New Hue Porcelain and 
shades with especially designed 
and exclusive technical advan- 
tages that facilitate functional 
excellence. 


HE tapered post-hole, an exclusive feature of Trubridge New 
Hue Teeth, facilitates easy, accurate positioning. 


The specially designed ridge-lap permits easy adaptation to 
practically all ridge conditions, with a minimum of grinding. 


The finishing shoulder, which permits a uniform finish line, is a 
special design. 
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Natural Shesitin 


You can match the natural teeth of patients of all 
ages with the eleven Trubyte New Hue Shades. 
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RUBYTE New Hue shades are the result of 20 years of 


intensive scientific color research. 


The blended translucence and controlled fluorescence, 
together with the easy-to-match natural shades of New 
Hue porcelain, are the reasons why Trubyte New Hue 
Teeth have the vital, brilliant appearance of healthy 
natural teeth. 

In the mouth, Trubyte New Hue Teeth absorb and 
mirror the colors of their environment. They appear vital | 
in all lights. | 
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RUBYTE New Hue Teeth harmonize with all face forms, 


because they are carved to conform to nature's three 


basic facial types—square, tapering and ovoid. Every 
patient's face can be classified basically as square, taper- 
ing or ovoid. 


Trubyte New Hue Teeth are scientifically classified 
under these types in a wide variety of forms and sizes. 


This simplifies tooth selection. 
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|) phgeibibs designed anid deat tan hdtaiony oh tpoth 
and face form simplify tooth selection. 
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RUBYTE New Hue Teeth harmonize with all face forms, 


because they are carved to conform to nature's three 


basic facial types—square, tapering and ovoid. Every 
| patient's face can be classified basically as square, taper- 
ing or ovoid. 


Trubyte New Hue Teeth are scientifically classified 
under these types in a wide variety of forms and sizes. 


This simplifies tooth selection. 
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NEW HUE TE 
Standardized Sizes 2» 


Patented, precision methods of moulding 
standardized sizes in each Trubyte New H, ‘ | 


























RUBYTE New Hue Teeth are available in graded sizes 

in each form. Generally speaking, the sizes vary 
about |! mm. in width of centrals, for instance: Mould 
262, 7 mm.; 263, 7!/, mm.; 264, 8 mm.; 265, 8!/, mm.; 
266, 9 mm. 


That is why in Trubyte New Hue Teeth you have a 
size for every case. Because sizes are standardized, you 
can duplicate teeth of the exact size and color at any time. 
























Dentlock 


DENTURE POWDER... 


Helps Your Patients Gain 
Denture Mastery—Quickly and Easily 


Your patients, wearing a denture for the first time, need more 
help than your informative and encouraging verbal instructions. 


Let DENTLOCK assist you in helping them over the “break in’’ 
stage to gain denture mastery. It means quicker comfort and 
confidence for patients . . . greater patient satisfaction and 


increased prestige for you. 


DENTLOCK is a safe, tested adhesive that gives your patients 
immediate, long-lasting service and satisfaction. Scientifically 
prepared of carefully selected, proven ingredients, it cushions 
plates on sensitive gum ridges, minimizing possible irritation 
and soreness. 


DENTGLO BRUSHLESS CLEANSER 


\ dissolves mucin film, stains, tarnish; gives patients 

< a. sparkling clean, odorless plates and bridges; 

\ checks offensive ‘“‘denture breath’; and prevents 

\ loss of denture fit and clasp alignment of partials, 

due to careless or too vigorous cleansing with harsh 
abrasives and brushes. | 


pSS\ae*™ \ 
ao oR t \ 


a 


At qnoct 
ey 


Aa) 
oe 


FORT ORANGE CHEMICAL CO. 


Albany, New York 
Send samples of DENTLOCK Denture Powder and 
DENTGLO Brushless Cleanser for my patients. 
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REDUCING 
NICOTINE INTAKE 


HOW MUCH COOPERATION CAN YOU COUNT oy 
WHEN MODIFYING PATIENTS’ SMOKING? 


SUALLY the physician has two objectives in his program for jp. 
U proving a patient’s smoking hygiene: 1. Reduction of the nicotiy 
intake, 2. Assurance of his patient’s full cooperation. 

Your recommendation of Camel cigarettes is sound on both counts, 
because Camel is the slower-burning brand. Medical—research autho 
ities* find that the slower-burning cigarette produces less nicotine jp 


** show that Camels burn slower 


the smoke. Camel’s scientific tests 
and that the smoke of Camels contains less nicotine than the average 
of the other brands tested. 

Camel’s lesser nicotine content in the smoke provides a valuabk 
improvement in hygiene, while Camel’s slower burning—the “ple 
sure factor’—assures the cooperation of the patient. 


FOR THE PHYSICIAN WHO WISHES TO REVIEW 
THE MODERN MEDICAL ASPECTS OF SMOKING 


—a recent article by a noted physician. Send for a reprint from The 
Military Surgeon, July, 1941. Camel Cigarettes, Medical Relations 
Division, 1 Pershing Square, New York City. 


*J.A.M.A., 93:1110, Oct. 12, 1929 


Bruckner, Die Biochemie des Tabaks, 1936 
** The Military Surgeon, Vol. 89, No. 1, p. 7, July, 1941 


CAMEL 


THE CIGARETTE OF COSTLIER TOBACCOS 
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@ For years widely used in general sur- 
gery, Gomco Aspirators are fast gaining 
acceptance among exodontists and oral 
h author surgeons, as well as many general prac- 
1cotine in titioners. Here is the truly efficient way 
to keep the field of operation free of 
blood and saliva, eliminating bother- 
some and time-taking sponging. The 
Gomco Aspirator is especially indicated 
Valuable where gas analgesia and anaesthesia are 


th counts 


rn slower 


€ aver age 


1e “ple employed, since it averts the serious dan- 
ger of a patient’s inspiring foreign material 
into the lungs. 

W MINIMIZES TRAUMATISM of the tissues by 

G effectively removing infected materials. 


PROVIDES THORO DRAINAGE throughout 
‘om The mouth and throat areas, abscessed cavi- 
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elati ties, Cysts, antra. ee 
Cations . The Gomco Aspirator No. 1002. 
| REMOVES TOOTH FRAGMENTS quickly and A deluxe unit, complete in every detail. 


Provides both suction and pressure. 


safely. 


The Gomco Aspirator is attractively 
modern in design, easy to control, built 
for years of serviceability. Ask your dealer 
—or write for descriptive literature. 


GOMCO 









SURGICAL MANUFACTURING CORP. ee 
. The Gomco Aspirator No. 789. 
97 Ellicott St., Buffalo, N. Y. A compact, complete unit, easily portable. 


SIGUMUp ASPIRATOR 


TOCLEAN and POLISE 
- TEETH: 
GOLD 
PORCELAIN 





WHEEL 


IBUIRILEW 
DISCS. 


Pat. No. 1692329 











© 


Use wet or dry - - - No spattering 
THE PUMICE IS IN THE DISCS 


$7 OO a Box 


Any Style or Assorted 


helt At Your Dealer 





ee patented Burlew formula and manufac- 
turing process give Burlews a_ polishing 
action 40% greater than other discs; a heating 
rate 45% less; and 80% longer life. Burlews 
will not injure teeth or gums yet will remove 
the most persistent stains. 





Manufacturers of Dental Golds & Specialties 


136 West 52nd Street New York, U.S.A. 
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INLAY 
GOLDS 


DEEONE . Soft 
DEETW O Med. 


DEEFIV E 
DEESIX . Hard 
DEESEVEN 


For CAST 
PARTIALS 


‘DEEFOUR 
| DEETHREE 
DEELITE 


* 
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your patients knew as much about metals 
as you do, they would demand gold... 
as an investment in oral comfort and cor- 
rect functioning through long trouble- 
free service. 


in addition to the prestige and profits 
gold yields to your practice, you see the ut- 
most in quality and dependable uniform- 
ity, the record of performance behind 
Dee Gold Alloys merits your preference. 


you have a number of different and 
distinctive types of cases on hand, you 
know that you may call for a Dee Gold 
that has been exactingly compounded to 
fit each specific need. 


you want predetermined results, you may 
rely upon the family of Dee Golds... 
each type the result of 52 years of research, 
discovery and development. 

Your Dealer or Laboratory will 


confirm your good judgment when 
you order and re-order Dee Golds. 


rey DOWNTOWN OLO COLO 
e AND SALES OFFICE 
EE & G SS E. WASHINGTON ST 


CHICAGO 




















Q. Canning’s a pretty old method of preserving foods, isn’t it? 






A. No. On the contrary it's comparatively new. Methods of 
food preservation, such as smoking and drying fish and meats, 
are thousands of years old. However, canning was first success- 
fully employed in the early years of the 19th century. The 
improvements of modern canning procedures are the direct 
outgrowth of many achievements of modern science. (1) 

American Can Company, 230 Park Avenue, New York, N. Y. 








(1) 1811. The Art of Preserving All Kinds of Animal 
and Vegetable Substances for Several Y ears, 
M. Appert, Black, Perry and Kingsbury, London. 


PO ete may re ne 


1938. Food Research 3, 13. 
1938. Ibid. 3, 91 . 
1939. Canned Food Reference Manual, American Can K 


Company, New York 
1941. Ind. Eng. Chem. 33, 292 


= 








The Seal of Acceptance denotes that the nutri- 
tional statements in this advertisement are accept- 
able to the Council on Foods and Nutrition of the 
American Medical Association. 
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AYe ore the CRisiiws O 
TRAIN SERVICE 


itis l 
NEW YORK AND ALBANY 


HE long experience of Church & Dwight Company in the 

production of Sodium Bicarbonate is evidenced by the 
fact that our founders were producing this essential drug five 
years before the inauguration of train service between New 
York and Albany. 

Guided by nearly a century of specialized experience, 
Church & Dwight Company is today able to offer a U.S.P.XI 
Sodium Bicarbonate, at an extremely low price. 

Our products, known the nation over as Arm & Hammer and 
Cow Brand Baking Soda ( pure Bicarbonate of Soda) are widely 
used in dental practice. They are acceptable as tooth cleansers 
to the Council on Dental Therapeutics—effectively clean both 
natural teeth and artificial dentures. 

In solution, our Bicarbonate of Soda makes an excellent 
cleansing wash, good to use in post-operative care or in the 
treatment of ulcerative stomatitis resulting from the use of 
bismuth and mercury. It is valuable also in the care of labora- 
tory equipment and instruments. 

One or the other of these two famous old brands 1s available 
in almost every community in the country at just a few cents 
a package. They are dependable products. , 


Business Established 


im 1846 


CHURCH & DWIGHT CO.. Ine. 


10 Cedar Street New York. N.Y 















































CASTS PERFECTLY TO A aoe 
ilita 
SHARP-MARGINED INLAY Dentis 
Editor 

ENDURING...INCONSPICUOUS 


I 
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B. 
At your dealers ...or write 
WILLIAMS GOLD REFINING COMPANY 


Buffalo, New York Fort Erie, N., Ont. 
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Your Practice Suffers .. . And So Do Your Patients......... 163 


The “mail-order dentists” thrive at the expense of a gullible 
public. They continue to advertise blatantly in pulp mag- 
azines and farm papers. The problem is a national menace 
—a detriment to the dental profession and the public. 


Dental Service in the Coast Artillery................. m— ae 
Neill W. Macauley, Major, Dental Corps 


Dental officers serving with the Harbor Defense Regiment 
have important duties that extend far beyond the giving of 
dental treatments. 


I i as ee ee Eee i a 
Peter T. Swanish, Ph.D. 


A new department conducted by a trained economist. Readers 
can obtain constructive advice on their economic and busi- 
ness problems. 


Income Tax Aid For Dentists..................... cc eee — 
samuel Hacker, C.P.A. 


An authoritative article prepared especially for dentists. 
Legal deductions are enumerated in detail. 


"Manila Was My Home” .............. (2 0tieeessneaneene 
Jay Voorhies 


Interviewed in New York, Gabriel K. Jureidini, D.D.S., gives 
his reactions to the Japanese attack on the Philippine Islands. 
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FORHAN’S ADVERTISING CRUSADE 
URGES MILLIONS TO: 


“BEE YOUR DENTIS 
EVERY 3 MO MTHS 


Don't wait until your teeth ache. Visit‘ yoor dentist every dance 
months instead of the old-fashioned theory of ‘twice a year”. In 


this way he can study occlusal surfaces, keep a close watch for — 
Sete al oe yo pt sl Ae te es 








Fis Saves easnge i cstetty oeing bs loeig magenons eal nt 
Gabriel Heatter’s News Broadcasts every Tuesday and Testoy ‘iets 


95% CASES OF GINGIVITIS | 


IMPROVED IN 30 DAYS 


Clinical investigation showed 95% of Gingivitis cases 
improved in 30 days (after prophylaxis) by daily 
massaging gums and brushing teeth with Forhan’s 
Toothpaste. Won’t you please suggest Forhan’s with 
massage to supplement dental chair treatment? 





THE ORIGINAL TOOTHPASTE FOR MASSAGING GUMS AND CLEANING TEETH 
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Sporadic, BUT highly energetic at- 
tempts have been made from time 
to time in many sections of the 
country to stamp out the mail-or- 
der denture racket. Postal regula- 
tions. dental laws, court trials, have 
all been invoked periodically to 
curtail the activities of unscrupu- 
lous dentists and advertising lab- 
oratories. But the success of these 
measures has been only temporary. 
Today the denture racket continues 
to flourish to the detriment of the 
dental profession and the public. 
It is no longer a local problem; it 
has become a national menace that 
cannot be dealt with by any of the 
palliative measures that have so far 
been adopted. 

At the expense of a gullible pub- 
lic, the “mail-order dentists” thrive. 
In whatever part of the country 
they operate, there is a monotonous 
similarity in their methods of pro- 
cedure. They advertise widely and 
blatantly in pulp magazines, farm 
papers, and in cheap, sensational 
publications. All these dental rack- 
eteers have mastered the time-hon- 
ored technique of establishing con- 
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10UR PRACTICE SUFFERS 
.. . and so do your patients 


fidence in the public mind, of ap- 
pealing to vanity and the sense of 
economy. They are the “world’s 
largest plate makers.” They offer 
“plates made to measure for you in- 
dividually from an _ impression 
taken easily in your own home.” 
Dentures are made only “‘under the 
exact supervision of a licensed den- 
tist” in modernly-equipped labora- 
tories. These dentures are “beauti- 
ful, natural looking,” they even 
“add to your personality,” and 
“make you look years younger.” 
Prospective customers are offered 
a 60-day free trial, a money-back 


guarantee, and rock-bottom prices 


beginning at $6.50. The advertisers 
point to their copyrighted catalogs, 


their registered trade names, their 
convincing testimonials from satis- 


fied customers. How could you 


question our reliability, they ask? 


Apparently many of the general 
public do not, because an average 


mail-order laboratory reports that 


it keeps forty-five to fifty men busy 


turning out 200 dentures a day for 


willing prospects. 
It is not only by mail that the 
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public is being urged to buy cheap 
dentures. Local laboratories have 
been set up in many large cities to 
sell dentures direct to the customer. 
Frequently these laboratories are 
nothing more than screens for the 
advertising dentists. A laboratory 
owner, a dentist, and a technician 
may combine their activities to cir- 
cumvent dental laws. Behind this 
protective front the dentist adver- 
tises cheap denture service by 
signs and on billboards, runs regu- 
lar advertising in the metropolitan 
daily papers, and in foreign lan- 
guage papers. He preys on people 
to whom the price appeal is all im- 
portant, as well as those in higher 
income groups. Sometimes these 
laboratories are run in combina- 
tion with a mail-order denture 
business. Under one name the lab- 
oratory operates locally, perhaps 
with as many as six different 
branch offices, and under another 
name it carries on an extensive 


mail-order business. If a labora- 


tory is closed up in one place, it 
may open up in another city with 
a new name, making it impossible 
for a state law to put such a con- 
cern permanently out of business. 


Dentists Take Impressions 


To allay suspicion the dentist 
often has no apparent connection 
with the laboratory. He may have 
his office down the hall or even in 
another building. Patients are sent 
to him to have impressions taken, 
for which the fee ranges from $2.00 
up. Some of these big city labora- 
tories have panels of from thirty 
to forty licensed dentists from 
which a patient may select the one 
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he prefers. They are equipped t, 
handle a volume of business, Qn 
laboratory technician is generally 
in charge of a whole group of yp, 
skilled workers who are hired for 
such a low salary that, despite ad. 
justments and dissatisfied custom. 
ers, the laboratory makes money, 
Such local laboratories, too, have 
the advantage of being able to fes. 
ture sensational price-reduction of. 
fers from time to time. This week's 
specials, 90 days’ trial, ten months 
to pay, and a written insurance 
policy free with your dentures, are 
some of the come-on slogans they 
use to bring the passers-by in of 
the street. 

The procedure followed by mail. 
order laboratories, after their ad. 
vertising takes effect, is carefully 
worked out. , 

When a person writes for infor. 
mation, a box containing a wax 
mold, with full instructions, is sent, 
accompanied by an envelope stuff 
ed with printed matter. This state. 
ment regarding the method of oper. 
ation comes from a technician who 
formerly worked in one of these 
laboratories: 

“When the bite is returned to the 
laboratory, a cheap _ impression 
tray filled with modeling com 
pound, with full instructions for 
each denture, is sent the customer. 
If a full upper and lower is to be 
made, a form of wax is also sent 
for a bite. 

“‘When the impressions come it- 
to the laboratory they are looked 
over (by a person not well enough 
informed to judge an impression). 
The only time an impression is re- 
turned is when the bite is way off. 
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If it is considered all right, the case 
is sent for try-in. In an upper and 
lower denture, the lower is set up, 
and the anterior uppers only, so 
the bite can be checked. 

“Tf the order is for a single den- 
ture, two pieces of wax, three- 
quarters of an inch in diameter, 
one-and-a-half inches long, are sent 
with instructions how to use them. 
In all of the higher-priced dentures, 
more care ts taken regarding im- 
pressions and bites. When selling 
many of the better cases, a tube of 
material, such as is used by den- 
tists, is sent with the try-in to ob- 
tain a better impression. When this 
is returned to the laboratory, the 
denture is finished and sent C.O.D., 
if not paid for in advance.” 


Laboratory Procedure 


This technician, who was em- 
ployed in one of these mail-order 
laboratories, which is also develop- 
ing local business, gives an in- 
sider’s view of how this racket 
operates: 

“Two-and-a-half years ago the 
laboratory in which I worked em- 
ployed ten people, who were pro- 
ducing on the average of about 
twenty-five cases a day—all mail 
orders. There was no local business 
at that time. Now they are putting 
out an average of five or six orders 
a day locally and about sixty or- 
ders a day for the mail-order busi- 
ness. Although the majority of the 
cases are vulcanite, this laboratory 
still advertises an acrylic denture, 
blanks for which are purchased for 
five cents each. 

“Most of the complaints received 
by the laboratory resulted from the 
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bite being off. The patient usually 
marked the high spots with a pencil 
and sent it back. The person doino 
this adjusting ground the ice 
down until he thought it was aboy 
right, and it was mailed back to the 
patient. This continued until the 
case fitted. A case was sometimes 
sent back and forth ten times. 

“The personnel of this labora. 
tory consisted mainly of men and 
women who did not know the first 
thing about this kind of service. 
One girl, who had never worked jp 
a laboratory or dental office before. 
sorted out the bites. From 40 to 50 
people were employed, not more 
than four or five of them actual 
technicians. One person, who knew 
the business, was kept at the head 
of each department. Wages ran 
about $36.00 for the head of the 
local department, $30.00 for the 
foreman of the mail-order depart- 
ment, plus a $10.00-a-week bonus. 
The other thirty or forty employees 
averaged between $15.00 to $30.00 
a week. There was usually one 
dentist in each office, who took 
impressions for patients who came 
in. 

“Refunds are sometimes made, 
but if at all possible they try not to 
give the money back. In their local 
business this laboratory now has 
about 25 makeovers a week, a much 
smaller average than the mail-or- 
ders. At times, a dissatisfied cus- 
tomer has been given a better den- 
ture for the same price in order to 
pacify him. Remakes and adjust. 
ments average about 44 per cent. 
The finished product, if inspected 
by one who knows dentures, would 
not look right, but to a person who 
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February, / 942 
probably has never seen more than 
three OF four dentures it looks 
rather good. The cases are usually 
poorly articulated, and seldom are 
letters ever received stating the den- 
res are excellent. Each patient is 
promised a discount of $1.00 or 
37.00, if he sends in the names of 
five persons who may be in need of 
dentures. 

“The price scale in this labora- 
tory runs from $9.50 up and the 
highest price is $144.00 for a full 
upper and lower. This is called the 
acrylic gold, a clear acrylic with 
shavings of gold dust. Charges are 
made on all adjustments on cases 
in the lower price scale. The 
charges run from $1.00 and up. 
Usually orders are received for one 
or two of these $144.00 dentures 
each week. Their denture for 
$35.00, or $70.00 for an upper and 
lower denture, is the most popular. 
This is a clear palate acrylic. 

“When a patient enters the of- 
fice he is directed to a salesman, 
usually a man or woman with a 
good selling personality, who 
knows nothing about the product. 
The patient is first shown one of the 
cheap dentures, a sample made up 
to discourage the buying of this 
case; and then he is gradually talk- 
ed into the higher-priced dentures. 
When the sale is made, a dentist in 
the office takes the impression.” 


» ~+ * 


Doctor Daniel J. Walker, Chi- 
cago, tells of the experience one of 
his patients had with an advertis- 
ing dental laboratory: 

“Mr. A consulted me ten days 


ago and asked if he could be fitted 





ORAL HYGIENE 


167 


with full upper and lower dentures. 
I inquired why he was skeptical of 
being fitted with dentures, and he 
went on to explain that it would be 
his twelfth set. 

“He had gone to the office of an 
advertising dental laboratory. The 
person in charge there contracted 
to make a full upper and lower den- 
ture for him for the total price of 
$75.00; he also guaranteed these 
dentures for ten years with a prom- 
ise of his money to be refunded, if 
the teeth were not satisfactory. 

“The salesman then turned him 
over to a dentist in an adjoining 
office, who took his upper and lower 
impressions, charging him an ex- 
tra five dollar fee for his services. 

“After he received his dentures, 
which proved unsatisfactory, he re- 
turned and demanded his money 
refunded. Refusing to grant a re- 
fund, they induced Mr. A to let 
them make the dentures over. The 
next set proving as unsatisfactory, 
they used the same procedure, in 
all making ten sets of dentures be- 
tween February, 1939 and April, 
1941. 

“Mr. A, being a small business 
man of the far South Side, got a lit- 
tle tired of spending time and 
money in leaving his business every 
few days to have new teeth fitted, 
so after the unsatisfactory tenth set 
he entered a complaint with the 
Chicago Better Business Bureau to 
see if they could aid in getting his 
money refunded. They advised him 
to let the laboratory make one 
more set, which he did; namely, 
the eleventh set, which proved as 
bad as the first. 

“That concluded his dental ex- 
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perience until ten days ago, when I 
started to make dentures for him. 
The fitting of Mr. A with dentures 
was done by the methods practiced 
in all average dental offices, and he 
says the results are perfectly satis- 
factory to him.” 


* * *% 


Doctor R. L. Guedel, Indian- 
apolis, writes: “In Indianapolis, 
we now have a new laboratory, ad- 
vertising acrylics at $17.50, with 
ten months to pay; plates cleaned 
or repaired are $1.00; work done 
by a licensed dentist—but no den- 
tist’s name appears on the adver- 
tisement. 

“On calling our Better Business 
Bureau, as a prospective patient for 
this laboratory, | was told—‘They 
are not listed, we have had no com- 
plaints, and you might get a good 
set of teeth and save some money.’ 
Isn’t that something for a city of 
almost four hundred so-called ethi- 
cal dentists ? | 

‘At this time we must have pre- 
ventive dentistry, but it seems to 
me that at the same time prosthetic 
service must be given. It is the same 
as an appendectomy to the physi- 
cian—bread and butter. 

“While most of our dental 
schools and societies are hashing 
out various methods of impression- 
taking, this group of cheap sports 
are taking plain impressions and 
mush bites, and now they make us 
look like saps. 

“These advertisers at the present 
time, as in the past, are the only 
ones giving the public any dental 
education. Suppose you were at a 
social function and would hear 
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someone say—'I just got my ney 
teeth, they are a beautiful, tram. 
parent, lovely pink. Doctor X made 
them. It took him two weeks, cog 
me $250.00, and they are very hard 
to get used to.” Another persoy 
speaks up and says—That’s funny. 
they look just like mine, but I wen 
to the Supreme Dental Laboratory. 
They cost me only $50.00, | gol 
them in one day, and haven't had 
any’ trouble at all.’ These samp 
things are being said in your state 
and mine every day. That is how 
the general public is being educat. 
ed in dentistry; it’s degrading to a 
profession with 65,000 members, 

“My advice to the dental pr. 
fession is: 1. Compete with these 
chiselers at any cost; 2. Bar all 
laboratory men from dental meet- 
ings; 3. No higher requirements 
for dental education; 4. Less wind 
at dental meetings, and more facts: 
and, 5, Stay in our own bracket.” 


* * 


S. A. Allen, D.D.S., of Los An- 
geles, reports: “The best labora- 
tories in Los Angeles have no de- 
sire to work direct for patients. 
They consider it bad business for 
a dentist even to send in a patient 
for shade verification. 

“One laboratory does not have 
the word ‘laboratory’ on its door. 
preferring the word ‘technician 
after the word ‘dental.’ Better lab- 
oratories want dentists themselves 
to put through a stiff law, which 
will ‘actually prevent’ dental me- 
chanics becoming dental law break- 
ers; every dental laboratory man 
to be licensed as such. This, say 
laboratory men, would remove 
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many ‘kitchen’ and ‘garage’ labora- 


tories. 
“There are no dental laboratory 


. ° ° ” 
mions in California yet. 
“The types of ‘racket’ laboratory 
nen that we have here are: 
1. The person who works for a dentist 
and ‘puts one through’ every once in a 


yhile ‘on his own.’ 

9 Dental laboratory technician who 
kes care of a ‘friend.’ 

3 The laboratory itself, which just 
‘yorks across the counter,’ does not 
tke impressions or work ‘on’ patients, 
but confines its service to repairs mostly. 

4, Laboratory which advertises its 
place of business and has a licensed den- 
‘ist to work on patient. This type is un- 
lawful in twenty-two states. 

5. Laboratory that advertises asking 
public to get dentures ‘direct from lab- 
oratory—at laboratory price’; when pa- 
tient arrives he is sent to a licensed den- 
tist to have an impression taken.” 


Dentists Must Compete 


The extension of the activities of 
“mail-order dentists,” as indicated 
here, shows plainly the need for 
each dentist to take whatever action 
he can personally to overcome the 
competition of these unethical 
practitioners. No dentist should 
assume that he is outside the sphere 
of their influence. If he has lost 
none of his patients up to now, that 
is no indication that in the near 
future he may not feel the pressure 
of this group. After familiarizing 
himself with the methods these men 
use to ensnare the public, he ought 
to begin in his own office to combat 
their influence. There is no doubt 
that even patients who have a sub- 
stantial income may resent the wide 
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discrepancy between the prices 
charged for dentures by the ethical 
dentist and those asked by the ad- 
vertising dentist. Each dentist 
should analyze his own patients, 
determine what kind of denture 
service they are willing to and can 
pay for, and adjust his services ac- 
cordingly. This does not mean that 
he should cut his prices, regardless 
of the service given, but he must 
attempt to serve people at different 
economic levels and modify his fees 
or regulate the payments according 
to individual needs. The spectre of 
the $6.50 denture fee is in every 
dental office. It is up to each den- 
tist to figure out what he can per- 
sonally do about it. 

Nationally, there is now a prom- 
ise of action. Doctor Philip A. 
Traynor, representative from Dela- 
ware, introduced H.R. 5674, a bill 
to make mail-order dentistry un- 
lawful, in the House of Repre- 
sentatives on September 17, 1941. 
It was referred to the Committee 
on Interstate and Foreign Com- 
merce. This bill provides that con- 
structing or supplying dentures 
from casts or impressions sent 
through the mail, or in interstate 
commerce, shall be prohibited in 
any of the states which prohibit: 
making casts of the mouth or teeth 
by persons not licensed to practice 
dentistry; construction or supply- 
ing of dentures by a person who is 
not authorized to do so by a li- 
censed dentist in that state; and, 
the construction or supply of den- 
tures from impressions or casts 
made by a person not licensed to 
practice dentistry. 





Dental officers serving with 
the Harbor Defense Regiment 
have important duties that ex- 
tend far beyond the giving of 
dental treatments. 


Dental Service 





see sc ae 





Regimental Dental Dispensary, 


in the Coast Artillery 


by Vieill W, Macauley, 


ALL OVER THE United States den- 
tists, who have commissions in the 
National Guard and the Dental Re- 
serve Corps, have been called from 
private practice to assume duties in 
the Medical Department of the 
United States Army. Among civil- 
ian dentists, however, there seems 
to be a general misunderstanding 
as to the duties and responsibilities 
of a Regimental Dental Officer, and 
I will, therefore, try to clear up 
some of these erroneous ideas, us- 
ing my regiment as a typical ex- 
ample. 

After holding a commission in 
the National Guard of South Caro- 
lina for several years, I am now 
serving as Regimental Dental Sur- 


Major, dDvatell Corps 


geon of the 263rd Coast Artillery, 
a South Carolina Regiment assign. 
ed to the defense of the Charleston 
harbor. 

The dental service of this com- 
mand consists of two dental officers 
and three enlisted men; the 
strength of the regiment, officers 
and men, is around eight hundred. 
We are provided with field equip- 
ment and dental supplies sufficient 
to accomplish a great variety of 
restorative service and the usual 
simple extractions, as it is not ex- 
pected that the duties of the Regi- 
mental Dental Officers be limited to 
dental service alone. The equip- 
ment consists of one Medical De- 
partment chest, number 60, and 
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contains chair, engine,  instru- 
ments, and supplies, as shown in 
the photograph of the regimental 
dental dispensary. The all-metal 
chair can be set up in a few seconds 
and the engine is the same cord 
type engine used in schools and 
some offices only a few years ago. 
The instruments are carefully se- 
lected and are made of the best 
quality material. Many of the latest 
instruments and supplies are fur- 
nished. 

The dental officer, as a Medical 
Department Officer, is available for, 
other duties essential for the proper 
operation of the Regimental Medi- 
cal Detachment. He is required 
often to take administrative re- 
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sponsibilities or even perform a 
wide variety of professional serv- 
ices as an auxiliary medical officer. 
Under the supervision of a medical 
officer, the dental officer can often 
substitute for other medical offi- 
cers. Occasionally the dental officer 
will be the only officer available to 
assume charge of a battalion aid 
station or the Medical Detachment. 
In camp there are boards, courts. 
and other special duties in connec- 
tion with which the dental officer 
may be ordered to serve in some 
capacity. For instance, First Lieu- 
tenant William W. Molony, D.C.. 
having had a number of years ex- 
perience in baseball, football. and 
other sports, acts as Regimental 


Officer’s dental kit, showing contents, 




















First Lieutenant William W. Molony, assistant regimental dental surgeon (left) 
and Private Williams, dental assistant (right), in field equipment. 


Athletic Officer, and I conduct a 
class in military history for the 
Medical Detachment. 

In case of combat the idea of a 
dental officer devoting any time to 
routine dental service is absurd; 
the thought of a dental officer re- 
maining in the rest area, far behind 
the line of battle, cannot be ac- 
cepted in any honest opinion. The 
dental officer must share the dan- 
gers and hardships with his broth- 
er officers just as he enjoys all the 
advantages with them. In actual 
combat the dental officer, together 
with every available officer and en- 








listed man of the Medical Detach- 
ment, must attend the wounded of 
Fort Sumter, Fort Moultrie, and 
the adjacent batteries of the com- 
mand. He and his enlisted assist 
ant, as shown in the second photo- 
graph, have the necessary equip- 
ment issued to all officers for their 
own protection, excepting fire- 
arms. He also takes his individual 
dental kit, which consists of instru- 
ments and supplies required for 
first aid treatment of gun-shot 
wounds of the face and jaws. This 
equipment, as illustrated in the ac- 
companying photographs, consists 
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ta small bag with shoulder sling, 
nd the enlisted assistant carries 
wo similar bags; the contents of 
yhich provide instruments and 
supplies necessary for extraction 
ind other simple emergency treat- 
nents. They can be enlarged to 
carry a large number of first-aid 
packets, dressings, and other sup- 
plies needed for first-aid treatment 
of battle casualties. 

Those who have assumed that an 
oficer in the Dental Corps of the 
amy does not go into battle with 
the troops to which he is attached 
wil find that error corrected, if 
they will read the citation upon 
vhich the Distinguished Service 
Cross. given only “for extraordi- 


Meee 
nary heroism in_ action.” was 
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awarded to my intimate friend the 
late William Lee Davidson, D.D.S.. 
of Chester, South Carolina. 

Doctor Davidson, during the 
Argonne campaign, was a captain 
in the Dental Corps with the 114th 
Infantry of the Twenty-ninth Divi- 
sion, A.E.F. On October 12, north 
of Verdun, says the citation, Cap- 
tain Davidson, “while attending 
wounded under fire, was himself 
wounded by several shell frag- 
ments. Regardless of his own 
wounds, he continued in his care of 
the wounded, refusing to be treated 
until his regiment was _ relieved 
from the line, when several pieces 
of shell were removed from his 
head and shoulders.” 

Fort Moultrie, South Carolina 


Enlisted assistant’s dental kit with contents. 

















Bs This is YOUR 2.25 iness | 


Conducted by Shee a Smatal PLD. 


This is a new department to be conducted by a 
trained economist. Dentists are encouraged to ad- 
dress Peter T. Swanish, Ph.D., and ask for authori- 
tative advice on their economic and business prob- 
lems, similar to the way they have, for years, sought 
counsel from the Ask Oral Hygiene department. 


THE DENTIST'S old way of life may 
be swept away by inflation. 

As a term, inflation found its 
way into common speech during 
the last World War but it was used 
earlier. 

There are at least several defini- 
tions of inflation. In its most com- 
monly - accepted sense, inflation 
connotes the idea of a rise in the 
general price level which follows 
from increased spending, while the 
quantity of goods available for sale 
does not change in volume. 





War on a grand scale touches off 
inflationary forces that are hard to 
stop once they start. This is a lesson 
history teaches. A war in a machine 
age cannot be financed out of tax- 
ation. If it was paid for in this way, 
the increased spendings of govern- 
ment would be just about counter- 
balanced by the reduced consump- 


174 


tion of buyers. No upward change 
in prices would occur. 

Again, if the government bor. 
rows to pay for a war, the result 
may or may not be inflationary. 


faa 


For example, if everyone who 

lends, manages his own consump- 
tion so that his own expenditures 
are reduced by the same amount as 
the government’s spending is in- 
creased, total expenditure would, 
obviously, be the same. A shift of 
purchasing power takes place, and 
that is all. 

To hold inflationary forces in 
leash, we shall have to tighten our 
belts either because we want to or 
because the government compels 
us to give up some consumption. 
We may need both—patriotism 
and compulsion—to do the job. 

Let us glance at inflation in terms 
of the dentist’s bread and butter! 
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the cost of the materials and the 
ervices he employs in his practice 
yill rise. The expense of mainte- 
nance of his family will increase. 
The buying power of his past sav- 
ings, and especially if the income 
fom such investmeni is fixed, as it 
ually is, say interest or an an- 
nulty, will decline. 


What about the dentist’s in- 
come? Will it increase at an equal 
pace with the rise in prices of the 
things and services required for 
dental practice? If experience in 
those countries that went through 
inflation after the last war is of any 
value, the answer is negative. The 
fees would not keep in step with 
the rise in prices. 

Can the dentist go on giving the 
same kind of treatment at fees that 
buy less of the wherewithal of his 
professional life? The answer is a 
restricted ““yes.”’ He can only if he 
soes down into his own savings. 
This could not last for any length 
of time. Those who lived through 
inflation in Germany in the twen- 
ties have pointed out that one of 
the things that happen to dental 
practice as soon as the buying pow- 
er of fees starts to lag behind the 
prices of required materials is the 
substitution of cheaper for dearer 
materials. As inflation takes on 
more and more speed, there follows 
further substitution for substitutes, 
and so on. Quality of treatment de- 
clines, 

Mass dentistry, as in the U.S. S. 
R., where purchasing power is low, 
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is characterized by the use of sub- 
stitute materials. 

What should be done about in- 
flation? First of all, everyone 
agrees that everything possible 
should be done to prevent inflation 
now and a disastrous deflation after 
the war. The all-important matter 
relates to the means. 

Various proposals have been 
made. They all envisage over-all 
economic stability based on the 
highest possible level of employ- 
ment. The latter is certainly the 
surest means of maintaining the 
economic health of the nation. Tax- 
ation, price control, supply and 
demand control, and credit control 
have been thrown into the hopper 
of remedies to arrest inflation, 


“ka 


We shall probably see compul- 
sory savings enter the economic 
scene before long to hold inflation 
at bay. The idea is to reduce com- 
petition between civilian and war 
industries by drawing off increased 
purchasing power from the mar- 
kets for consumer’s goods and serv- 
ices, and providing extra purchas- 
ing power for workers when they 
will have no jobs. 

Whatever the means, the all-im- 
portant thing to. the dentist, as to 
all of us, is the result. Inflationary 
forces cannot be harnessed by lip- 
service to their evils. Standards of 
living must be modified so long as 
we are at war. 


6527 Glenwood Avenue 
Chicago, Illinois 








INCOME TAX AID 


FOR DENTISTS 





by Samuel Hacher, CPA 


If this article helps you to reduce your income, 
taxes, the author suggests that these savings 
be invested in United States Defense Bonds. 


G 


As A RESULT OF the United States 
declaring a state of war against 
Germany, Italy and Japan, all tax- 
payers are more conscious than 
ever before of the duty they owe 
their Government to pay their in- 
come taxes promptly and to file 
their returns correctly. 

It is unquestionably the desire 
of each one of us to do our utmost 
to help our country in this crisis. 
Prompt and accurate payment of 
taxes due is the least that is expect- 
ed of us. Accordingly, this article 
has been prepared to assist den- 
tists to file their Federal Income 
Tax returns correctly. 

As we know, the tax bill for 1941 
is considerably higher than it was 
for 1940. A tabulation is given be- 
low, which shows this condition as 
it affects a married man with no 


dependents: 
Net INCOME 
(After 194] 1940 
Deductions) Tax Tax INCREASE 
$ 2.500 $90.00 $11.00 $79.00 
3.000 138.00 30.80 107.20 
4,000 249.00 70.40 178.60 
5,000 375.00 110.00 265.00 
8.000 873.00 316.80 556.20 
10.000 1,305.00 528.00 777.00 
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Our Government expects each 
taxpayer to pay the amount due. 
but does not object to taxpayers 
becoming familiar enough with the 
law to take advantage of all deduc. 
tions that are permitted. For that 
reason, this article has been writ. 
ten to assist dentists to become ac. 
quainted with the differences be. 
tween this year’s tax returns and 
last, and also, to point out the de. 
ductions now permitted as a result 
of new laws, new court decisions, 
and new regulations of the Inter. 
nal Revenue Department. If this 
article helps you to reduce your in- 
come taxes, United States Defense 
Bonds would be the best invest. 
ment for these savings. 


Chief Differences Between 
1941 and 1940 Taxes 


1. New Tax Rates 
Surtaxes—Last year, surtaxes 
were not levied on any surtax nel 
income less than $4,000. This 
year’s surtax rates have been in- 
creased substantially and are now 
applied to all surtax net income. 
Surtax net income equals your net 
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scome (after deductions for con- 

tributions, taxes, interest, bad 

jebts, and other items), less your 
personal exemption and credit for 
dependents. Surtax rates com- 

nence at 6 per cent and rise to a 
maximum of 77 per cent. Complete 
yrtax tables undoubtedly will be 
‘cluded in the new tax forms, 
which have not yet been issued. 

Normal Taxes—Normal taxes 
remain the same as last year; name- 
ly, 4 per cent of your net income. 
Vet income equals your surtax net 
income, less your 10 per cent credit 
for earned income, and less de- 
ductible interest earned on Gov- 
ernment obligations. 

Defense Taxes—Last year’s de- 
fense tax of 10 per cent has been 
eliminated, as it has been absorbed 
into the increased surtax rates. 


2. Reduction in Exemptions 


Married persons, living together. 
are this year entitled to a joint ex- 
emption of $1,500, compared with 
$2,000 last year. Single persons are 
each entitled to an exemption of 
$750 this year, compared with $800 
last year. 

This year, if you qualify for the 
$1,500 exemption, as head of a 
family, then you cannot deduct an 
additional $400 for the first such 
dependent, who gives you the sta- 
tus of head of the family. However. 
ifyou are the chief support of more 
than one such dependent, for whom 
you maintain a home and whom 
vou are legally obliged to support. 
then you may deduct an additional 
4400 for each dependent in excess 
of the first. 





HYGIENE 17 





N 


3. Credit for Dependents 
The $400 allowance for depend- 


ents remains the same as last year. 
To take advantage of this exemp- 
tion, you must be the chief support 
of a person, not necessarily a rela- 
tive, who is under 18 or incapable 
of self-support. 


4. Forms to be Used 


Form 1040A is an optional form. 
which can be used, if desired, only 
by those taxpayers whose gross in- 
come is $3,000 or less, and which 
consists wholly of salary, wages. 
compensation for personal services. 
dividends, interest, rents, annuities. 
or royalties. This year all tax- 
payers, whose gross income is in 
excess of $3,000, or whose income 
is derived from any other sources 
than those mentioned above, must 
use form 1040. All practicing den- 
tists, therefore, must use form 1040. 

Form 1040A has been prepared 
by the Treasury Department as an 
automatic form to be used by tax- 
payers who want to avoid the cal- 
culations necessary to arrive at 
their income tax, in accordance 
with the requirements of form 
1040. In setting up their tables of 
tax calculations, the Treasury De- 
partment has used deductions not 
to exceed 10 per cent of the gross 
income. Therefore, taxpayers that 
have the right to use either form 
(such as your assistants and 
nurses) should first compute their 
income tax on form 1040, thus 
making their own deductions for 
interest, taxes, bad debts, and so 
on. and should then compare the 
tax computation with the automatic 
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tables governing form 1040A. By 
so doing, the taxpayer can decide 
which form would result in a lower 
tax. You make the election by filing 
your return, and you cannot later 
request permission to change the 
form. 

When deciding whether to use 
form 1040 or 1040A, the matter of 
exemptions is important. If you 
are using form 1040A, your ex- 
emptions are determined by your 
status on December 31, 1941. If 
you were married at any time dur- 
ing 1941, or became the head of a 
family, or acquired any other ex- 
emption, then you take the full 
amount of such exemption when 
using form 1040A. On the other 
hand, if you are using form 1040, 
and you were married during 1941, 
or acquired any other exemption 
during 1941, then you must allo- 
cate your exemptions, in accord- 
ance with the number of months 
involved. For example, if you and 
your wife acquired a new son on 
October 10, 1941, and are filing a 
joint return on form 1040A, your 
credit for dependents would be 
$400. If you are using form 1040, 
then your credit for dependents 
would be 3/12 of $400, or $100. 
(Fractions of a month are disre- 
garded, unless more than half a 
month, in which event, count a 
full month.) 


5. Joint or Separate Returns 


If your wife has separate income, 
you have the same option as last 
vear, insofar as electing whether to 
file separate or joint returns. 

In general, because of the con- 
siderable increase in the surtax 
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rates, where your wife has a sepa. 
rate income of any consequence. 
separate returns will probably te. 
sult in lower taxes unless her de. 
ductions are considerable, Hoy. 
ever, it is advisable to compute 
your tax liability on separate rp. 
turns and then on a joint return s 
that you may determine which 
method will result in lower taxes 

Court decisions during the year 
have clarified the status of joint 
returns. A joint return is poy 
treated as a taxable unit, the same 
as an individual return. Charitable 
contributions may not exceed ]5 
per cent of the joint net income. 
before deductions for such contri. 
butions. The earned income ex. 
emption may not exceed 10 per 
cent of the joint net income, and 
in no event may it exceed $1,400 
on any return. Capital losses of one 
spouse may offset capital gains of 
the other. 

If you and your wife are both 
using form 1040 and are filing sepa- 
rate returns, then you may divide 
the $1,500 exemption, between you 
in any way you wish. If, however, 
you and your wife are filing sepa- 
rate returns and either one or both 
are using form 1040A, then you 
must divide the $1,500 exemption 
between you, equally. 


6. Interest on Government 
Obligations 


Interest received on all obliga- 
tions of the United States and its 
agencies, which were issued on 
and after March 1, 1941, is now 
fully taxable. Last year, such in- 
terest was exempt from the normal 
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ux and in some cases from sur- 


taxes also. 
preparation of Tax Return 


The new forms for 1941 will 

robably be similar to those is- 
wed last year, with the exceptions 
noted above. 

Income: In filling in your items 
ofincome on the return, you may 
be guided by the method that you 
ysed last year. When you enter the 
net income from your practice the 
supporting information will be 
listed in Schedule D, which will be 
discussed later. 

Interest received on bank de- 
posits, corporation bonds, and divi- 
dends from stock will be entered 
thesame as you did last year. If you 
own property from which you re- 
ceive rents, you will enter the net 
return on page | and you will show 
the details in Schedule C. 

No change has been made this 
year affecting short-term or long- 
term gains or losses, except that 
such gains or losses of one spouse 
may now be applied to gains or 
losses of the other spouse, if a joint 
return is used. 

A slight change has been made 


| this year where income is concern- 
 edon United States Savings Bonds 
or United States Defense Bonds, 
_ which were bought at a discount. 


Ifyou wish, you may elect this year 
to report the increase in value since 
the date of purchase, or else you 
may wait to report such income un- 
til the bonds have been cashed in 
by you. Once you establish your 
method of reporting such income, 
you cannot change it, unless you 
secure permission. 
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Depuctions: Below are listed all 
deductions now permissible, which 
are found on page | of your income 
tax return: 

Contributions: Your deduction 
for contributions must not exceed 
15 per cent of your net income be- 
fore such deduction. Deduct only 
those contributions actually paid 
during 1941, and be sure to retain 
cancelled vouchers and receipts, as 
they undoubtedly will be required 
when your return is audited. 

Interest: In general, all interest 
is deductible, no matter whether it 
was paid for personal or business 
reasons. This includes interest paid 
on a mortgage on your home, in- 
terest paid on your life insurance 
loans, and financing charges paid 
in connection with the purchase of 
your car, radio, X-ray equipment, 
and office equipment. However, 
these financing charges must be 
separately shown in the contracts. 

Taxes: With the exception of 
Federal income taxes, gift, estate 
and legacy taxes, you can generally 
deduct all taxes, which were paid 
by you, such as city and state in- 
come taxes, real estate taxes, (ex- 
cluding assessments for local bene- 
fits) sales taxes, city and state 
gasoline taxes, taxes on: telephone 
and electric consumption, railroad 
tickets, safe deposit boxes, club 
dues, and similar items. Taxes 
which are levied on the manufac- 
turer cannot be deducted by you, 
such as Federal Excise tax on auto- 
mobiles, tires and tubes, oi! heaters, 
and electric signs. Other taxes, such 
as Social Security taxes, and license 
fees, should be included as deduc- 
tions in schedule D, as described 
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later on the following pages. 

Losses: If you suffered any 
losses not due to your negligence, 
and resulting from casualty (in- 
cludes damage caused by flood, 
trees destroyed by ice and sleet, 
damage to car), fire, storm, or 
theft, either on your real, personal 
or business property, you may de- 
duct the net loss remaining after 
taking into consideration the re- 
covery from the insurance com- 
pany, or from the person who dam- 
aged your property. When com- 
puting your loss, you must estab- 
lish the actual value of your 
property at the time your loss oc- 
curred. 

Bad Debts: Since virtually all 
dentists report their income from 
their practice on a cash basis, in- 
stead of on a_ billing-to-patient 
basis, you will probably have no 
bad debts to include here, unless 
you were unfortunate enough to 
make personal or business loans, 
which became uncollectible. -In 
this connection, bear in mind that 
you may deduct the bad debt for a 
particular year, only if it has been 
ascertained to be worthless or part- 
ly worthless during that particular 
year. Generally, you may not de- 
duct as a bad debt, a loan made to 
a member of your immediate fam- 
ily, as such worthless loans are 
usually treated as gifts by the In- 
ternal Revenue Department. 

OTHER Depuctions: In former 
years, you were permitted to de- 
duct the rental of a safe deposit 
vault in which you deposited in- 
come-producing stocks and bonds. 
You were also permitted to deduct 
other expenses incidental to the 
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production of revenue from stocks 
and bonds, such as legal and » 
counting charges. Under q new 
court decision, no such deductions 
are permissible because they are 
not ordinary and necessary ey. 
penses incurred in Carrying on 
trade or business. 

A deduction permitted here ;, 
for abandonment of assets which 
have become worthless, and which 
were used in your profession, or 
were acquired in anticipation of ; 
profit. /f you conducted experi. 
ments and later decided the experi: 
ments were unsuccessful, you mm 
deduct the cost of them. | 


Computation Of Tax 


After you establish your net in. 
come on page | of the tax retum. 
you will deduct your personal ex. 
emption and credit for dependents 
in accordance with the information 
described in the first section of this 
article. The result will be your sur. 
tax net income, on which the surtax 
rates apply. Then, in computing the 
amount that is subject to normal 
tax you are entitled to two mor 
deductions: 

I. Earned Income Credit—You 
earned income is your net income 


received from your practice, after f 


deducting all expenses of opera- 
tion, and as shown by the net re- 
sult reflected on Schedule D. Ten 
per cent of such net income is al 
lowed as a deduction before com: 
puting your normal tax. If yournel 
income from all sources is not more 
than $3,000, it is all considered net 
income. The maximum allowable 
for earned income credit is $1,400. 
and in no case can your earned in: 
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this portion of Schedule D, unless 
your inventory of gold, silver, as 
dentures, as of December 31, 1941 
is considerably different from your 
inventory of January 1, 1941. In 
other words, if you have been 
stocking up on such supplies with 
the result that, if your inventory is 
not considered, then your calcula- 
tions will not indicate your true in- 
come from your practice, then it 
will be necessary for you to enter 
your inventory at the beginning of 
the year as well as the labor cost, 
materials and supplies, and then to 
deduct the inventory at the end of 
the year, which will result in the 
actual cost of the materials and 
supplies you used during the year. 
However, if your inventory at the 
end of the year is not materially 
different than it was at the begin- 
ning of the year, it will be unneces- 
sary for you to use this portion of 
the return. Instead, you may show 
all your deductions at the right 
hand side headed “Other Business 


Deductions.” 


Salaries: 


Include salaries of assistants, 
nurses, chauffeur, domestics and 
all other salaries incidental to the 
operation of your profession. If 
your chauffeur or domestic gave 
only part of their services to your 
office, then you must allocate the 
proper portion. 


Include all interest paid on your 
business obligations. Do not dup- 
licate any interest items entered on 
page 1 of the Income Tax return, as 
described in the foregoing. 
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Taxes: 


Include here the taxes resulting 
from the operation of your prac- 
tice, such as Social Security taxes 
(employer’s share only), Federal 
and state unemployment taxes, 
license fees, occupancy tax, and 
such items. Do not duplicate any 
taxes included as a deduction on 
page 1 of your tax return, as de- 
scribed in the foregoing. 


Losses: 


This includes damages to your 
car or equipment, which were not 
compensated for by insurance. Do 
not duplicate any of the items in- 
cluded on page | of the Income 
Tax return as described here. 


Bad Debts: 


Since you are probably report- 
ing your income on a cash basis, 
you will not be permitted to de- 
duct any bad debts resulting from 
non-collection of fees. Do not dup- 
licate any of the items included on 
page 1 of your Income Tax return, 
as described in this article. 


Depreciation: 


You should maintain a register 
showing the cost of all equipment 
which has a life of more than one 
year, such as office furniture and 
fixtures, and X-ray equipment. The 
usual deduction for depreciation 
for such items is 10 per cent per 
annum. Incidentally, purchase of 
minor equipment may be deducted 
100 per cent under supplies, as 
described here, 
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Rent, Repairs and Other 
Expenses: 


Include all ordinary and neg: 
sary expenses in connection wit 
the carrying on of your professio, 
as follows: 


Automobile Expense: 


Garage, gas and oil, repair. 
tolls, insurance, depreciation, and 
. . 
chauffeur’s uniform. If your aut. 
mobile is used partly for your prac. 
tice, you must allocate the proper 
portion. 


Books and Publications: 


Dental publications and othe 
books necessary to keep up with 
your profession; magazines used 
as reading material in your office. 
If you spend considerable sums for 
books relating to your profession, 
you will have to consider them a 
capital assets, which are to be de. 
preciated annually. 


Dues and Subscriptions: 


Dental society dues, busines 
organization dues, where your 
practice is benefited by the associa. 
tions, and similar items. 


Entertainment: 


Dinners, theater tickets, lunches, 
and other’ entertainment costs, 
where the expenses were incurred 
to benefit your practice. Christma: 
and other gifts for similar reasons. 


Instruments and Supplies: 


Include files, trimmers, and 
minor instruments, which ordi 
narily would not be included i 
your capital assets, subject to de 
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on; also include absorbent 


preciat : 
iodine, and anesthetics. 


cotton, 


Insurance: 

Compensation insurance, fire in- 
wrance, and bonding cost. If a por- 
ion of this insurance covers assets 
or employees, engaged part time, in 
your personal affairs, then you 
must allocate properly. 


Legal and Professional: 


Lawyers and accountants’ fees 
iy connection with your practice ; 
also includes cost of collection, and 
cost of suits against you in connec- 
tion with your practice. 

Moving Expenses: 

Moving your office to a new loca- 
tion. 

Office Supplies, Stationery 
and Postage: 

Ofice supplies, stationery and 
postage purchased and paid for in 
connection with your practice. 
Repairs: 

Repairs to equipment, painting 
and decorating your office. 
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Rent, Heat, Light, Water: 


Deduct the above expenses. Allo- 
cate, if your office occupies a por- 
tion of your residence. If you own 
your own home, compute the total 
annual-carrying charges, exclud- 
ing real estate taxes and interest on 
mortgages, which are deductible 
100 per cent, as described in the 
foregoing, but including deprecia- 
tion, janitor, repairs, coal, and wa- 
ter. These annual carrying charges 
constitute your rent cost if your 
building is used 100 per cent for 
your practice. If your residence is 
located there, too, allocate the 
proper portion. 


Telephone and Telegrams: 


In connection with your prac- 


tice. 


Traveling Expenses: 


All traveling and hotel charges 
in connection with attending con- 
ventions, visits to patients out-of- 
town and any other traveling done 
incidental to the conduct of your 
practice. 

132 West 43rd Street 

New York, New York 
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Miltary ond Defense Vows 


Emergency Medical Service: 
For civilian defense in the present crisis 
the following rules governing the giving 
of medical service have been issued by 
the Chief Medical Officer, George Baehr, 
M.D.!: 

All emergency medical field units, 
whether organized primarily within or 
outside of hospitals, should be related 
to hospitals wherever possible. Their 
constituent subdivisions, the emergency 
medical squads, should alternate on 
periods of duty so as to be available to 
respond promptly day or night to the 
call of the district control center. Dur- 
ing “waiting” periods, hospital or field 
drills should be held weekly. 

The movement of medical field units 
will be controlled from the district con- 
trol center, which will receive air raid 
warnings from the military establish- 
ments in the area. On the sounding of 
the alert, they will prepare for action 
but will not move until ordered by the 
district commander. A main control cen- 
ter will coordinate the activities of all 
district control centers of a large city 
or area. Smaller cities operate through 
a district control center; larger cities 
are subdivided into a number of dis- 
tricts, each under a district commander 
in control of the movement and activities 
of all civilian defense forces within his 
district. If the medical facilities of the 


listrict should prove inadequate to han- 


‘Medical Preparedness, J.A.M.A. 117:2175 (De- 


cember 20) 


1941. 
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dle the load of the casualty stations and 
first-aid posts or if the hospitals in or 
assigned to the districts are filled t 
capacity, assistance can be obtained hy 
appeal to the main control center, _ 

To coordinate these medical activi. 
ties, the chief of emergency medica 
service is to be represented on the staf 
of the main and district control centers, 
Each control center will require the 
services of three medical adjutants, » 
that one will always be on duty. For 
these assignments the local chief of 
emergency medical service should pro. 
vide and instruct an adequate number 
of medical adjutants. 

The medical adjutant in the District 
Control Center will keep informed of: 

1. The location and number of emer- 
gency medical squads available in or as- 
signed to the district. 

2. The location of sites in the district 
designated by the chief of emergency 
medical service as casualty stations. 

3. The location and number of hos. 
pital beds in or assigned to the district, 
which are available to receive casualties. 

4. The location and number of am- 
bulances and other vehicles assigned to 
the emergency medical service of the 
district under a transport officer. 

5. The maximum number of casual: 
ties, which the staff of each hospital in 
or assigned to his district is capable of 
handling daily. During an incident he 
should be constantly advised of the num- 
ber of casualties admitted to each hos- 
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sital so as to be able to divert casualties 
» the less crowded institutions and 
yoid overloading. 

The medical adjutant in the main 
woatrol center will keep informed 
hough the district control centers of 
ie daily census of hospital beds avail- 
ible in all districts of the area and of 
‘he status of all emergency medical field 
mits and of all ambulances and other 
whicles available in the various dis- 
ict. He must decide which unit or 
yhich hospital in another district will 
be called into service when the facili- 
‘ies of a given district are overloaded. 
Constant vigilance in the exercise of 
hese responsibilities is necessary if 
the Emergency Medical Service is te 
function rapidly and effectively in times 


ER 


Disease Increases in Reich: In 
support of Curt Daniel’s article? on the 
impairment of German health under 
Hitlerism published in July Orat Hy- 
cIENE, new evidence comes from the 
German press. According to the Neue 
luercher Zeitung, Doctor Leonardo 
Conti, Reich Minister of Health, reports 
that the German people are suffering 
from a “sharp increase” in tuberculosis 
and a noticeable gain in dental difficul- 
ties as a result of war conditions. 


of need. 


Daniel, Curt: Eight Years of Hitlerism Impairs 
German Health, Ornat Hyciene 31:877 (July) 
1941, 
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Doctor Conti ascribed the tubercu- 
losis increase principally to insufficient 
fats and fresh fruits and vegetables in 
the Nazi diet. As other factors he cited 
the wartime nervous strain, the longer 
hours of labor, the housing shortage as 
a result of the absence of new building, 
and the decreased number of physicians 
available for civil practice, making early 
diagnosis difficult. He pointed out that 
the causes of teeth problems are not pre- 
cisely known but that he was inclined to 
attribute them also to diet and nerves. 

The health minister, who is at the 
same time party health leader and head 
of the Reich Medical Association, ex- 
pressed special concern over the huge 
increase in smoking and feared that last- 
ing damage was being done to young 
men and women. Army consumption of 
cigarettes has increased enormously and 
17-year-old boys and girls are also smok- 
ing in labor camps, armament factories 
and offices, he reported. 

For the rest, Doctor Conti added that 
the Reich so far has experienced no epi- 
demics and the civil death rate, exclud- 
ing war casualties, has returned to pre- 
war levels after a slight increase during 
the difficult first winter of war. He hoped 
that the planned production of fruit and 
vegetables in the new eastern territories 
would improve the situation. 

Referring to war wounds, Doctor 
Conti said that mechanized armies pro- 
duced a greater number of bone frac- 
tures, burns and facial injuries than 
had been the case in previous wars. 





war.” 





‘We are now in this war. We are all in it—all the way. 
Every single man, woman and child is a partner in the 
most tremendous undertaking of our American history. 
We must share together the bad news and the good news, 
the defeats and the victories—the changing fortunes of 


—President Roosevelt 




















DENTISTS IN THE NEWS 


Newark (New Jersey) Evening News: 
The big rush in marine construction 
isn’t limited to the nation’s shipyards. 
At the Nereid Boat Club, Belleville, a 
one-man gang, who doesn’t know the 
meaning of the word “strike,” has turned 
out one of the most fragile craft, work- 
ing in his spare moments. He’s Doctor 
Brainerd Foster Swain of this city and 
the result of his painstaking labor is a 
43-foot, four-oared racing shell, a needle- 
shaped, paper-thin contraption that is 
most difficult to build. The “skin” is of 





Ya 


Spanish cedar imported from Cuba, a 
material that is, if properly handled, al- 
most as pliable as a garden hose. Unlike 
routine shipyard tactics, the shell of this 
boat was built upside down, and because 
of limited space it was necessary to run 
the “form” through a window set be- 
tween two rooms of the upper story of 
the Boat Club. Doctor Foster completed 
the boat in 375 hours at a cost of approx- 
imately $200. 


Springfield (Ohio) News-Sun: On 


his way to Chicago from New York, in 
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the year 1879, to practice dentistry, 
Doctor Henry R. Dosch stopped off tp 
visit a friend in Springfield, Ohio, and 
stayed sixty-two years. All this time he 
has been practicing dentistry, fifty-eight 
years of it in the same building. Stil] ip 
active practice at 83, Doctor Dosch has 
been named the dean of the Mad River 
Dental Society for his extended and 
consecutive service to the dental profes. 
sion. The only piece of his early dental 
equipment that he still retains in his of. 
fice is a foot-operated drill. All the rest 
has been donated to the dental museum 
at Brainbridge, Ohio, which was estab. 
lished on the site of the first dental col- 
lege in Ohio. Eventually Doctor Dosch 
expects to send the foot drill there too. 


Oklahoma City (Oklahoma) Okla. 
homan: Damage estimated at $1,500 was 
caused to the dental office of Doctor 
Ralph R. Ray, at 443% Northwest 
Twenty-Third Street, by a fire resulting 
from an explosion of cleaning fluid 
fumes. The accident occurred when a 
porter was cleaning the dentist’s in 
struments near a small gas stove. The 
resulting explosion scattered flaming 
fluid over the office. 


Cincinnati (Ohio) Post: The Cincin- 
nati Observatory club and the Amateur 











february 















Telescop' 


* recently | 


ist at 
founder | 
than ten 

making ! 
reflecting 
there Wel 
amiliar 

these tel 
sistance 

more tha 
in this 
the A.T. 
hecomes 
crisis, th 
ington I 
members 
prisms a 
for nati¢ 


Chicas 
outstand 
tional F 
was J. 
Ossian, - 
the cros 
hibit, Ww 
tion evel 
specime! 


Awar 
JAMES 
Fosca 
Davip 


To EVER 
dentist, 
one doll 
of the p 
more th 
Send a 
Evansto: 




































VS 


dentistry 
ed off to 
Dhio, and 
3 time he 
hifty-eight 
. Still in 
losch has 
ad River 
ded and 
I profes. 
ly dental 
n his of. 
the rest 
museum 
iS estab 
ntal col- 
tr Dosch 
eTe too, 


Okla. 
100 was 
Doctor 
rthwest 
sulting 
r fluid 
vhen a 
t’s in- 
e. The 


laming 


February, 1942 
Telesco 
* cently to honor Frank Kessler, a den- 
ist at 3779 Middleton avenue, and 
funder of the A.T.M. club. For more 
than ten years Doctor Kessler has been 
making and teaching others to make 
reflecting telescopes. Fifteen years ago 
there were only a few men in Cincinnati 
gmiliar with the rudiments of making 
shese telescopes. Now, through the as- 
jstance of Doctor Kessler, there are 
more than a hundred such instruments 
, this territory made by members of 
he A.T.M. and Observatory clubs. If it 
becomes necessary during the present 
crisis, the Bureau of Standards in Wash- 
ington has indicated that it will ask 
members of the A.T.M. club to make 
prisms and other optical parts required 
for national defense. 


Chicago (Illinois) Sun: One of the 
outstanding exhibitors at the Interna- 
tional Poultry Exposition in Chicago 
was J. P. Schneberger, a dentist of 
Ossian, Iowa, who has made a hobby of 
the crossbreeding of fowls. In his ex- 
hibit, which attracted particular atten- 
tion even among 3000 others, he showed 
specimens of fowls that have resulted 





Evanston, Illinois. 








pe Maker’s club gave a dinner 
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from crossbreeding; such as the pea- 
cock-guinea, _ silver - pheasant - chicken, 
and the off-spring of an owl and a pigeon. 


Long Island (New York) Star-Jour- 
nal: Isadore Bloom, a dentist, represent- 
ing the Walkers’ Club, won the annual 
10-mile Long Island City Athletics’ walk 
through the streets of Astoria and en- 
virons, after failing for eight successive 
years in the attempt. The 47-year-old 
dentist won by a margin of a half mile 
over the closest of the other thirty-three 








contestants, four of whom dropped out 
along the way. Starting off to the strains 
of the Star-Spangled Banner, the event 
was a triumphal procession all the way 
for Doctor Bloom, with loud speakers 
announcing that he never relinquished 
the lead throughout the ten miles. Since 
1926 Doctor Bloom has been participat- 
ing in walking marathons and has won 
more than thirty trophies. 


Awards for stories published in the DeNnTIsTs IN THE News this month go to: 
James A. Hartman, D.D.S., Union Central Life Building, Cincinnati. 

Foscoto J. Caprio, D.D.S., 75 Roseville Avenue, Newark, New Jersey. 

Davi BLoom, D.D.S., 245 West 104th Street, New York. 


CAN YOU USE A DOLLAR? 


To EVERY READER who contributes a newsworthy item, something unusual about a 
dentist, which is published in this department, we will send promptly a crisp, new 
one dollar bill. Every clipping must be taken from. a newspaper and carry the name 
of the publication and the date line. Clippings submitted cannot be returned. When 
more than one copy of a clipping is submitted, the first one received will be used. 
Send all items to: Dentists in the News, Orat Hyciene, 708 Church Street, 


et 














Ed; foria [ S omment 


‘*Give me the liberty to know, to utter, and to argue freely 
according to my conscience above all liberties.’’ John Milton 


WHAT CAN WE DO? 


WE ARE PRESENTLY all heavily weighed under a common plight. We wan 
to serve the nation in the war effort but aren’t exactly sure what to do o; 
how we may function best. The younger dentists, as they are needed, wil 
be called to active military service. At present, no commissions are being 
given in the Army Dental Corps. For the time being the number of dental 
reserve officers and those dentists being inducted wnilies Selective Service 
are adequate. But what of the rest of us? We want to serve, but how’ 

What can we do in civilian defense? It would seem that we woul 

serve best in a capacity tolerant to our training and experience. Dentists 
would function better as auxiliary medical personnel than as air raid 
wardens or firemen. If the severe need arises, which calls for actual mobili. 
zation in civilian defense, there will be no great amount of routine dental 
practice to occupy a dentist’s time. In the face of the catastrophe of fall. 
ing bombs and incendiary fires dentists would not be needed in large 
numbers to care for the emergency dental needs of the population. The 
public need would be for the treatment of severe traumatic injuries. 
burns, shock and, God forbid, cases of gas poisoning. No community in 
the event of heavy bombing would have enough physicians, surgeons, and 
nurses to handle the demands. Here is where dentists can be of in. 
estimable aid, provided they are properly trained in first aid and 
rescue work as auxiliary medical personnel. Dentists have had train: 
ing and experience in the administration of general and local anes 
thetics; dentists are familiar with the treatment of hemorrhage and shock. 
Dentists recognize the principles of fracture treatment, of surgery, and 
asepsis. It is not a broad transition from dental practice to general first 
aid treatment for one who is prepared in the groundwork of anatomy, sur- 
gery, and therapeutics. I am not proposing that dentists, by the taking of 
a refresher or short course, become physicians or surgeons; but dentists 
can be prepared to become auxiliary medical personnel and important 
aids working in teams with physicians and nurses. 

No one, and certainly not I, would suggest that dentists become assis 
ants in the sense of a status inferior to physicians. I am suggesting that we 
all have a task to do. We should know what it is, be trained for its doing, as 
signed to the job when the need arises—and do it well. In the emergency 
for which we are preparing, no one is going to stand on dignity or priority 
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seniority, or be too sensitive to social amenities. We are all going to 
otk together; we have been since the Day of Treachery, December 7, 
Io. . er m aca 
This proposal to train dentists in auxiliary medical service either by 
he Red Cross or by the Office of Civilian Defense is not a spectacular 
ggestion. It is something that the Army Medical Department has been 
doing for years. The dental officer during combat functions as an auxilt- 
sv medical officer. The maxillo-facial teams in the Army are composed 
if physicians and dentists. Frequently dental officers are required to as- 
ame medical administrative tasks. In civilian defense, we can visualize 
he dentist in medical administrative roles, such as acting as a medical 
apply supervisor, Or as a trafic control operator directing the move- 
nent of rescue squads and ambulances, or as an emergency hospital 
apervisor. In any case in civilian defense, the dentist can function best 
in the general field of his interest and training, in the care of the suffering 
and the injured. 

The present is moreover the time once again to call the attention of the 

iental profession to the suggestion of keeping accurate dental records for 
he sake of identification. Casualties of modern warfare fall among 
rivilians as well as among combatants. These casualties are often accom- 
panied by destruction of identifiable soft tissues. Let’s take that Day of 
Treachery at Pearl Harbor: the official government photographs show the 
burning of the Arizona and the horrible fires among the barracks. Accord- 
ing to a senior naval medical officer more than 60 per cent of the casualties 
were from burns. With the excellent dental records of the Army and Navy, 
we can be certain that all the 3000 American dead were identified. But 
what of such deaths among civilians? Do we not owe the civilian popula- 
tion the assurance that we are doing our part to have accurate dental 
records available should the need come? The alert and farsighted Major 
Disaster and Civilian Defense Councils, working with the Los Angeles 
County Dental Society, are now preparing dental emergency kits and 
making plans to have available dental charts for possible use in identify- 
ing victims of enemy action. 
In planning for civilian defense, millions of dollars will be spent on 
projects that will never be needed. After the war is won we will look back, 
perhaps, at some of our efforts as the creations of hysteria. But now we 
must be sure of one thing, that we are fighting “moral tigers” who know 
no rules and are capable, as they have proved, of every perfidy. We can't 
prepare too much or too soon. Whatever the cost. it is a trifle. 
















































































"MANILA WAS MY HOME” 


Al Dontiel rom the Phitepping 
is interviewed by fay Voorhie 


WHEN THE Japanese bombed de- 
fenseless Manila savagely and then 
took control of the city shortly after 
the New Year, it was a personal as 
well as a national tragedy to a man 
in New York. 

He was Doctor Gabriel K. Jurei- 
dini, who for the last twenty-five 
years has dedicated his private 
practice to the advancement of 
oral health among the Filipinos. 
When I saw him in New York soon 
after the Jap blitz had hit the 
Philippines, Doctor Jureidini was 
a frustrated, yet determined and 
belligerently-confident man. 

Frustrated, because he saw the 
enforced cessation, temporarily at 
least, of the oral health crusade to 
which he had devoted his life. 

Determined, despite all obsta- 
cles, to get back to his beloved 
Filipinos, to serve as a dental offi- 
cer in the merged Filipino and 
United States Forces. 

Belligerently confident, be- 
cause— 

“There can be only one possible 
outcome of this conflict between 
Japan and the United States in the 
Philippines—the routing of the 
Japanese from those Islands and 
their destruction as a world power. 
How long this will take depends on 
how long it takes the United States 
to get reinforcements to the Islands 
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and to make good for its laxnes 
during the forty years that the 
Philippines have been a part of the 
United States, in handling the Jap. 
anese infiltration, the eternal pres 
ence of Japanese ‘fishing fleets’ 
and in providing proper defenses 
for these strategic islands. 

“From President Quezon dow 
to the humblest native, the Fif. 
pinos are loyal. Don’t be misled by 
their efforts to obtain independ. 
ence. That alone proves what good 
students of the American Way the 
have been. | 

“Already from the turmoil of the 
war there has emerged a Filipino 
hero. A private in the Filipino 
Army, now merged with the U. §. 
Army, named Castillo, was on duty 
in Davao when the 20,000 Japanese 
there showed signs of rising to sup- 
port the invaders. Castillo wasted 
no time on formalities. Without 
orders and acting solely on his own 
initiative he provided arms for the 
Filipinos, rounded up the entire 
Japanese population and, when he 
got them safely penned up, advised 
his superiors what he had done. 

“And just today comes news of 
the heroic battle of five Filipino 
fliers against a dozen Japanese 
planes in which the Filipinos took 
their toll of the invaders before 
they drove them off. 
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“Like you here in the continen- 
tal United States, we have our sub- 
versive elements,’ Doctor Jureidini 
continued. “One is the Japanese in 
the Philippines. They are a great 
source of danger. You in the United 
States recognized the danger. But 
that same spirit which allowed you 
to be caught unprepared for a sud- 
den, sneaking attack prevented you 
from guarding yourselves with 
strenuous measures against this 
‘peaceful’ invasion which has been 
going on for many years. 

“And those Japanese fishing 
fleets. We knew and you knew that 
they were after more than fish. 
Every inch of the water around the 
Philippines has been sounded by 
these ‘fishermen.’ Look at the as- 
surance with which they brought in 
their transports at Aparri. I know 
the place well. Those are dangerous 
waters, but not to the Japanese. 
And so all along the Philippine 
coast. Swarms of fishermen where 
the Filipinos wouldn’t bother to 
fish because there were no fish. 
What a shame! But you have had 
the same experience with these 
‘fishermen’ on your West Coast, in 
the salmon fishing waters off 
Alaska. Your fishermen have warn- 
ed you, but you would not heed. 
You will be fortunate if you do not 
pay for this neglect. We Americans 
are too trusting. 

“In the Philippines we, too, have 
our Fifth Columnists. They are 
known as the Sakdalistas. They’re 
not what you call ‘Reds’; they’re 
just malcontents who are pro-Jap- 
anese. Their leader just recently 
came back to the Philippines after 
some five years in Japan. President 
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Quezon recognized the occasion by 
promptly arresting him. When | 
left the Philippines this man was 
still in prison. 

“So far as the rank and file of 
Fifth Columnists in the Islands are 
concerned, don’t worry much about 
them. The Filipinos will take care 
of them in good old Filipino fash. 
ion.” 


Desire Independence 
Asked whether he thought the 


Filipinos would, after the end of 
the hostilities, renew their efforts 
to obtain independent status, Doc. 
tor Jureidini said: 

“That is a question only time 
can answer. Personally, I believe 
they will. I also believe they wil 
by that time have proved their right 
to independence by their loyalty 
and bravery in this war. When 
during the last Loyalty Day cele. 
bration and again on the Anniver. 
sary of the Philippine Common. 
wealth on November _ fifteenth, 
President Quezon pledged the 
loyalty and support of the Filipinos 
to the United States in every way. 
few thought that he and the Fili. 
pinos would be called upon to ful- 
fill that pledge so soon. They have 
come through splendidly and | 
fear we would be receiving far dif- 
ferent news from the Philippines 
now, if the some 50,000 United 
States troops there were not re- 
ceiving the full and loyal support 
of 120,000 men in the Filipino 
Army and the 10,000 in the Con- 
stabulary. 

“Throughout the Islands Eng: 
lish is spoken. Through the won- 
derful school system the children 
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Ccasion by 
\. When Doctor Jureidini, now an American citizen, was born in Syria. While still 
man , child, his parents fled with him and his brother to Egypt to escape the in- 
” olerable Turkish rule. From Egypt his father sent him to the United States to 
q enter the University of Maryland for the study of dentistry. Upon being 
Ind file of maduated he returned to Egypt and practiced dentistry in Egypt and the 
slands are Sudan until 1914. He then went to France and. when the first World War 
uch abou | started, came to the United States. 
take Care In 1915 Doctor Jureidini went to the Philippines to open a dental clinic. 
vino fash He was appointed by the Bureau of Health as oral hygiene inspector and lec- 
wrer in the schools and sent to establish a free dental clinic at the Southern 
Island Hospital in Cebu. After a year at Cebu he made a short visit to the 
United States and then returned to the Philippines to establish a practice and 
clinic in Manila where the late Doctor Arlington Pond, Director of Health for 
ught the the Southern District of the Philippines, appointed him to the dental service. 
e end of Doctor Jureidini’s ambition now is to raise dentistry and dental service in 
ir efforts the Philippines to the level prevailing in the United States. An important part 
us. D of this program calls for the merging of the five dental schools in Manila into 
8, Voc. one large, finely equipped dental college comparable to those at the large 
\merican universities. 
ily time “To do this,” Doctor Jureidini said, “we shall need the support of the dental 
believe profession in the United States and the financial aid of the United States 
hey will Government. I feel sure that by the time we can again devote all our efforts to 
pir right health and welfare work in the Philippines, the Filipinos will have earned 
: this consideration by their heroic defense of their islands and the American 
oyalty Way of life.” 
» Wher Dentistry in the Philippines has come a long way since the days of the 
ay cele. Spanish occupation, when all dentists, except for the few who attended one 
nniver. small dental school, learned dentistry by apprenticeship. 
mmon- Thirteen years after the American occupation in 1900, a group of pioneer 
fteenth. Filipino dentists established the Philippine Dental College, from which 
d the stemmed modern dental progress in these islands. In 1915, the University of 
lini the Philippines instituted and organized the Dental Department and, there- 
Ipinos after, four more Dental Colleges were established to teach the four-year 
y way, course, which is now the requirement in the Philippines. 
e Fill- The National Dental Association of the country has 850 members out of 
to ful- 1,700 in active practice, although there are approximately 3,000 registered 
y have dentists in the Philippines. Through the efforts of this Association the gov- 
und | ernment has consented to include the services of dentists in the national 
dit health program that is sponsored by the Department of Health and Welfare, 
- II which was created only about a year ago. Now this all must wait. 
opines 
Jnited 
ot re- 
pport & are reared in the American Way of 
jee " / 
Ipino § life and thought. The products of 
Con- F these schools are now coming into 
power in the Philippines and the 
Eng- f desire for independence is a direct 
won F result of the education they have 
dren F had. It proves they have learned 
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well. But whether as an independ- 
ent people or continuing in their 
present status, the Filipinos will 


always be pro-United States.” 


Doctor Jureidini came to the 
United States as a delegate of the 
National Philippine Dental Asso- 
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ciation to the American Dental As- 
sociation Convention in Houston. 
Following the Houston Meeting 
Doctor Jureidini had planned to 
make a survey of dental education 
in the United States including a 
survey of dental health service in 
the public schools and the opera- 
tion of free clinics. He also intend- 
ed to seek the cooperation of the 
American Dental Association in 
formulating a National Health Pro- 
gram, which could be presented 
through the National Philippine 
Dental Association, to the Depart- 
ment of Health and Public Welfare, 
created a year ago by President 
Quezon and now represented in his 
cabinet. 

An essential part of this plan was 
to organize in the Department of 
Health and Public Welfare a Den- 
tal Health Bureau, which would be 
administered by a dentist, also to 
obtain the appointment of a den- 
tist in each government clinic. In 
short, the dentists in the Philip- 
pines are now trying to solve the 
same problem which handicapped 
dental health service in the United 
States up to a few years ago; name- 
ly, to obtain self-autonomy for 
dentistry in health work and put 
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dentists on a professional and ad. 
ministrative par with the medical 
profession. 

Once this has been done, Docto, 
Jureidini believes, the great health 
need in the Philippines will he mq 
—the creation of more free dent 
clinics supported by the govern, 
ment. 

Despite the progress which dep. 
tistry has made in the Philippine 
Islands, Doctor Jureidini pointe 
out that most of the dental services 
which in the United States are hap. 
dled in free clinics, must be treated 
free. The same condition prevails 
generally throughout the Philip. 
pines. This simply means that no 
matter how eager and willing to 
serve a dentist may be, the amount 
of good he can do is necessarily 
limited to his personal resources, 

This is a burden the dentists of 
the Philippines willingly assume. 
But they know that the maximum 
good cannot be done until there is 
in the Islands a_ well-organized 
system of Government dental clin- 
ics, in charge of dentists and ad- 
ministered by a Dental Health Bu. 
reau directed by a dentist. 


220 West 42nd Street 
New York City 





> a Meeting » , 


Chicago Dental Society, Midwinter Meeting, Palmer House, Chicago, 


February 23-26. 
Minnesota State Dental Association Meeting, Municipal Auditorium, 


St. Paul, March 3-5. 


Pan American Congress, American Association of Orthodontists 


Roosevelt Hotel, New Orleans, March 16-19. 
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1206 Republic Building, De 


(rthodontia Needed 


,—Under separate cover, I am send- 
ing you an anterior plaster study model. 
| should appreciate your advice regard- 
ing possible restorations. 

The patient is a boy about 18. Three or 
fur years ago both upper centrals were 
broken in an accident. His mother says 
the pulp was exposed in the upper right 
central and their family dentist sent the 
boy to an exodontist for extraction, at 
the same time advising her to wait until 
the boy was several years older before 
doing any reconstruction. 

The boy presented himself to me re- 
cently and asked to have the remaining 
central extracted and two teeth replaced 
vith a bridge. This I refused to do until 
[had made further study of the case. The 
young man’s bite is exactly as shown in 
the model and all the upper anterior 
teeth are vital. The laterals are in good 
shape; the central is broken as shown. 
I do not know what would be best for 
the patient. The space for the centrals 
would be too small, even after extracting 
the remaining central, to replace two 
normal size teeth. Would it be advisable 
to extract all three of the remaining in- 
cisors and construct a bridge from cus- 
pid to cuspid? Would it be possible to 
make a porcelain jacket for the remain- 
ing central, build it over to contact the 
right lateral, and divide it so as to simu- 
late two teeth?—D. H. H., Texas. 
A.—Your 18-year-old patient 
with the missing central should 
have orthodontia to expand his 
arch and make room for the miss- 
ing central. Nothing short of this 
could possibly be satisfactory to 
either you or him, I feel sure.—V. 
C. SMEDLEY. 
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Please communicate directly with the Department Editors, V. CLYDE 
SMEDLEY, D.D.S., and GEORGE R. WARNER, M.D., D.D.S., 


nver, Colorado, enclosing 


postage fora personal reply. Material of 
general interest will be pub- 
lished each month. 


Diet For Children 


().—During the last few years I have 
been caring for a group of 140 children 
in a church orphanage. It will be possible 
for me to control largely the amount of 
sugar purchased by the institution, and | 
am wondering if you can tell me what 
will be the number pounds per year, per 
child (between the ages of eight and 
eighteen) that would be the most con- 
— to oral hygiene.—H. T. C., Flor- 
ida. 

A.—You have a wonderful op- 
portunity to be of great benefit to 
these children if you can have con- 
trol. 

In my opinion they should be 
given no refined white sugar, or 
flour either, for that matter, be- 
cause the vital mineral and vita- 
min constituents of plants and 
grain are eliminated in producing 
these highly-refined products. For 
this reason they should not be eaten 
by any children, or adults either. 
for that matter. 

I would suggest that you get in 
touch with Doctor Weston A. Price, 
8926 Euclid Avenue, Cleveland, 
Ohio, for. more specific advice on 
this subject.—V. C. SMEDLEY. 


Osteofibrosis 


Q.—I should be grateful for your 
opinion on the enclosed roentgenograms. 

The one with the involved areas ap- 
proximately equal in size was taken in 
November, 1940; the one with the 
larger involvement was taken a year 
later. 
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The patient is white, a boy, 18. Both 
teeth are vital and normal in color, but 
are rather overcrowded in the arch. Oc- 
clusion with the upper teeth is normal. 

The patient gives a history of a fall 
when a child—perhaps at 10 years of age. 
—B. F., New York. 

A.—While the roentgenograms 


enclosed with your letter show a 
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condition which is not altogether 
that of “periapical osteofbros; 
with formation of cementoma "1 
believe that is what you have. Dor 
tor Stafne shows one case ip the 
article to which I am referring yoy 
in which the radiolucent area in 
creased much more than in your 
case, without evidence of the {oy. 
mation of cementoma. None of my 
cases has gone very long withoy 
the formation of cementoma,. 

If my interpretation is corres 
you may feel quite comfortabl. 
about the future of these teeth, 
There will be no metastasis fron 
them and they may eventually have 
normal-appearing bone around the 
root ends.—GEORGE R. Warner 


Patients With Colds 


Q.—There are many patients with 
colds at present and I also have one. |s 
it good practice to refuse to give service 
to patients with colds?—L. B., Illinois, 

A.—You are certainly justified 
in refusing to treat patients who 
are sneezing or have running colds, 
and dentists in this condition 
should not work over patients, 
Some dentists wear gauze flu masks 
when colds are about, for the pro- 
tection both of their patients and 
themselves; but it is no doubt best 
for both dentist and _ patients to 
stay at home when they have fresh 
or active colds.—V. C. SMEDLEY. 


Thumb Sucking 


Q.—We have a boy of ten who isa 
pronounced “thumb sucker” and, of 
course, has the characteristic malocclu- 
sion. We do some orthodontia and have 
had success with younger patients, but 
in this case we desire your opinion. Ii 
there is a book that will help, we shal 
be glad to have the title—P. H. B, 
Missouri. 


A.—The thumb sucking prob- 


IStafne, E. C.: Periapical Osteofibrosis with For 
mation of Cementoma, J.A.D.A. 21 :1822 (October! 
1934. ’ 
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februatys 1942 
bm resented in your letter is not 
{the type usually encountered; it 
sanot be controlled by mechanical 
ale to me, if the boy is of 
jormal intelligence, that moral 
gssion should be used, and that it 
ould be successful in overcoming 
hehabit. If he is a real boy, there 
je many approaches, which I am 
wre will suggest themselves to you, 
if you start thinking along these 
r your reference, I would sug- 
st that you consult the book en- 
itled, “The Psychology of the 
\dolescent,” by Hollingsworth, or 
“Character Growth Education,” by 
fritz Kunkel. If these are not avail- 
ible, any book by S. M. Gruenberg 
vould also be good.—GEorcE R. 
WARNER. ‘ 


To Brighten Inlays 


Q—I read with interest your com- 
nents in ORAL HyciENE each month. 
Now I am in a quandary. Is there any 
technique that I can carry through to 
nake my inlays come out of the invest- 
nent smooth and bright? They come out 
anywhere from a yellow to a black, and 
have a stippled appearance. I am more 
than pleased with the fit, and polishing 
develops a nice sheen. 

One in about twenty inlays is satis- 
factory. What would you suggest to 
make them consistently good?—W. P. 
D,, Georgia. 

A.—My partner, who makes a 
great many inlays, suggests two 
things that you might do to assure 
more consistently satisfactory re- 
sults, 

|. After painting the model, dust 
dry powder onto the soft invest- 
ment until no more free moisture 
can be brought to the surface. Let 
this core of condensed investment 
set for a few minutes before filling 
the flask to finish investing. 

2. Cast with hot gold. If your 


castings are smooth, bubble free, 
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and fit the cavities, it is nothing to 
worry about if they come out of the 
investment black or oxidized on 
the surface. Heating them to a red 
heat and plunging them into 50 per 
cent hydrochloric acid will bright- 
en them promptly.—V. C. SMEp- 
LEY. 


Stabilizing Dentures 


Q.—As a reader of Orat HycieneE for 
years, I am always interested in your 
department; and I have a case I should 
like to submit to you for your consider- 
ation. 

A woman, 58, was referred to me for 
dentures. Her teeth have been out for a 
little more than one year. She has had 
two sets, full upper and lower acrylic 
dentures, made. She has no difficulty 
wearing her upper dentures, but she 
cannot wear either of the lower dentures, 
as they are uncomfortable, unstable, and 
hurt her when she exerts pressure or tries 
to masticate her food with them. 

On examination of her mouth her 
mandible shows a sharp inverted “v” 
shape, especially so on the anterior por- 
tion of the arch from second bicuspid to 
second bicuspid region. The gum in this 
region is from three to four millimeters 
above the bony structure and soft, which 
I believe causes the instability of the 
denture. If that is the cause, would ex- 
cising that ridge of soft gum tissue 
make it possible to form a rounded ridge 
with a firm, dense gum and form a basis 
for a satisfactory, stable denture?—L. 
C., Florida. 

A.—Such an unfavorable mandi- 
ble for denture support as you have 
described can usually be greatly 
improved by a surgical procedure. 
The mere excision of the flabby 
ridge of gum tissue is usually not 
enough to help much however. The 
sharp knife or saw tooth edge of 
resorbed bone should also be re- 
moved down to a broad enough 
base to carry the load without 
bruising or cutting the gum tissue 
from underneath upon the slightest 
denture pressure. We sometimes 
secure a still greater improvement 
in these cases by a gum flap opera- 
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tion to provide for a lower attach- 
ment of muscles. This procedure is 
covered in a paper of mine in the 
October, 1941, issue of the Journal 
of the American Dental Associa- 
tion.—V, C, SMEDLEY. 


Method Of Investing 


There seems to be much trouble in re- 
moving acrylic dentures from the hard 
investment, as the boiling, process does 
not soften the investment. I enclose a 
method of investment, which obviates 
much hard “digging.” It is an old method 
for reproducing dentures, but I have 
never seen it suggested for acrylic cases. 
If of enough interest you can use it. I 
have received much help from Ora. Hy- 
GIENE, so pass this along. 

To remove an acrylic denture from 

the investment without hard “digging,” 
” invest your case in the lower part of the 
flask the same as for vulcanite; the in- 
vestment reaching just to the rim of wax. 
Let it harden and put on separating ma- 
terial. Clean the inside of your flask ring 
by running a sand cone on the lathe 
over it until clean and smooth. Lubricate 
the inside of the ring with vaseline. Set 
the ring on the flask and, with an in- 
vestment mixed not too thick, fill the 
ring between the labial and buccal of 
the teeth, slanting the investment up to 
the top of the outside of the ring. You 
can use your finger in shaping this, wip- 
ing the investment from the tops of the 
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February, 14 


cusps and lingual of incisors Wh 
hard, apply separating material a i 
and pour the remainder of the — 

To deflask, separate flask as usual P 
off top lid of the flask and scrape aij " 
vestment off where it overlaps the rin 
With a few gentle taps, your denture an 
investment will leave the rim. With 
plaster saw or knife, cut down through 
the investment at the median line as he 
to the denture and teeth as you can with, 
out injury. If, when investing, a piece r 
cardboard or tin is pushed down ip the 
soft investment at this point, this cut 
ting can be avoided. By placing a knif. 
blade in this opening and gently prying 
your investment will leave the buccal 
and labial of the teeth, and the rest oj 
the investment can easily be removed 
This method of investing saves time: 
avoids breakage and many profane 
words. This technique can also be used 
for duplicating dentures.—Fred V, Wj. 
liams, D.D.S., State Bank Building 
Olathe, Kansas. 


Removing Stains 


A short time ago I had an acciden 
with silver nitrate which left my fingers 
covered with black stains. After five or 
six hours I used full strength clorox on 
the stains and they immediately disap. 
peared. The clorox was put into a cup 
and the fingers dipped into it. After this 
a thorough scrubbing with a brush and 
mild soap removed most of the odor— 
Mary Oliver, D.H., Squibb Building, 
New York City. 





DENTAL COLLEGE OFFERED TO UNIVERSITY 


THE Texas DeEnTAL College has offered its buildings, facilities, and re 
sources to the University of Texas, according to Doctor W. H. Scherer, 
president of the board of trustees of the dental college. The value of the 
institution is about $200,000, and it was founded in 1905 by a group ol 
Houston business and professional men. This offer was made because 
the trustees of the dental college feel that “the best interests of national 
defense, public health, dental education, and the profession of dentistry 
may be served by absorption of the Texas Dental College by a university. 
When the offer is accepted, it is the intention of the trustees of the dental 
college to step aside, leaving full control and management to the regent 


of the University of Texas. 
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Wax up denture exactly as 
fnished denture is to appear. 




















Make 5 cuts, 44” deep in the 
strip of foil. Adapt foil by 
pressing to denture with a 
towel, 





TECHNIQUE OF THE MONTH 


Conducted by W. EARLE CRAIG, D.D.S. 


Processing Lower Acrylic Denture by Water Cure 


Using Acrylic in Jell Form 


Drawings by Dorothy Sterling 

















Half flask. Trim and smooth 
plaster. No plaster on wax. 


Paint with separating me- 


dium. 








( 








Remove foil. 


Return to case. With 


nisher smooth 


Trim excess. 


bur- 


foil well to 


plaster, teeth, and between 


teeth. 


When foil does not 


lay, tack with wax. 
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Cut .0003 gauge tin foil large 
enough to extend from heel 
to heel, and from teeth to the 
rim of flask. 

















With sharp knife or lancet 
trim foil from teeth to the 
edge of wax. 
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Cut and nick foil for lingual 
side as shown. Adapt and 
trim as on labio-buccal side. 
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Pour top of flask in plain 
plaster and allow to harden. 














Use only hot water to wash 
out wax. Hold flask in wire 
from 
soup ladle with hole cut in 


basket. Pour water 


side. 








Dry out thoroughly with 
cotton and air. 
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Flask should be 


ing. 

















between 
100° and 175° F. when pack- 


Cut acrylic in %” pieces. 
Place around 


teeth. Take 


your time. Build up slowly. 
Make trial closure often. 
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Boil 


flask 
using frying basket to Sup: 
port flask in water. Oper 
flask. 


seven minutes 
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Be sure that teeth are prop 
erly seated. 

















Place damp cellophane over 
packed part of flask. Make 
trial closure. 
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Foil model die, using .0001 
cauge foil cut to shape. Bur- 
nish. Trim all overlap. (For 
undercuts, apply and bur- 
nish small pieces first.) 

















ne over 
. Make 





Allow to cool to room tem- 
perature before opening. It 
is best to allow flask to cool 
over night in water used for- 
curing, 








(lose flask very slowly in 
hand press. 
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Open. Add material until 


there is an even excess all 
over. 















































Place flask in spring press 
for curing. Close as far as 
possible. Then open one 
complete turn. Cure, follew- 
ing chart (21) at right. Do 
not vulcanize. 

















Polish. Use rag and brush 
wheels, pumice, and _ polish- 
ing liquid, 

















Close flask very slowly in 
hand press. Trim excess ma- 
terial. 


21—CURING CHART 


Run up time (from room 
temperature to boiling) : 


1 Hour--for thin restora- 
lions, i.e., partials, occlusal 
splints, upper dentures of 
less than average bulk. 


1'%4 Hours--average lowers, 
medium bulky uppers. 


2 Hours 
lowers. 


bulky uppers and 


2% Hours—extra bulky low- 
ers, obturators, and all thick 
section restorations. 


Complete processing of all 
restorations by boiling 15 
minutes. 


NOTE: 
This technique may be 
adapted to uppers. To make 
a clear palate: Pack with 
pink acrylic, ready for final 
closure: cut out pink acrylic 
with sharp knife: add clear 
acrvlic, making sure a def- 
inite line is maintained. 








ula Hodontia 





Kind Lady: “What are you crying for, 
my little What’s name? 
Where do you live?” 

Little Boy: “That's what’s the matter. 
I don’t know my name and I don’t know 


where I live. We moved yesterday and 


man ? your 


. . ° 
mother was married again today. 


* 


Wife: “Mother says she nearly died 
laughing at some of those stories you 
told her yesterday.” 

Husband: “Where is she? [ll tell her 


some funnier ones.” 


* 


First Chorine: “My family dates from 
the Revolution.” 

Second Chorine: “I don’t know about 
my family, but I’ve been dating from 


the time I was sixteen.” 


* 


Motor Cop—‘You were doing forty, 
Ma’am.” 

Cute thing—‘Forty—oh, was I? Well, 
you were doing as much yourself, so 


there!” 


* 


Beneath the spreading chestnut tree 
The smith works like the deuce 

For now he’s selling gasoline, 

Hot dogs and orange juice. 


* 
He: “Wonderful night, beautiful girl, 


what a combination!” 
She: “Heavens! Is that showing?” 





| Doctor: “Why, my dear sir, your ankle 
is broken! How come you managed to 
walk on it for two weeks? Why didn’t 
you come to me sooner?” 

Patient: “Well, Doc, you see, it’s like 
this. Every time I complain about an 
ache or a pain, my wife insists it’s be- 
cause | smoke too much, and she hides 
my pipe and tobacco.” 


* 


“I saw the doctor to-day about my 
loss of memory.” 

“What did he do?” 

“Made me pay him in advance.” 


* 
Mrs. Gabley: “This morning Mrs. 


Crabbe told me the very gossip I asked 
you not to repeat to anyone because I 


‘promised Mrs. Bone I wouldn’t tell.” 


Mrs. Jabber: “Why, the mean thing! 
She promised me she would not tell a 
soul. [ll certainly tell her a thing or 


, 


two!’ 

Mrs. Gabley: “Oh, no, don’t do that! 
I told her I wouldn’t tell you she had 
told me you told her.” 


* 


Two little boys stood on the corner. 
A little girl passed by. 
Said One: “Her neck’s dirty.” 


Said the Other: “Her does?” 
* 


“If bigamy is a word which means 
having two wives, what word describes 
having only one wife?” 


“NMonotony,.” 
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HIS Streamliner among lingual 


bars provides lasting retention; it 





cannot break, loosen or twist out 
of the saddle. The photographs 
tell the story. Note the retention 





wing — it is strong without bulk, 


ribbed and perforated — made to 


hold forever! 





Convenient to adapt, modern in 
ADAPTING £3 design, the NEY WING BAR is 
“tops” among ready-made bars. 
Order it in Gold Color or Platinum 


Color—whichever you prefer. 











Established 1812 
* 7 CHICAGO, ILL. 

















HERE IS NOTHING ACCIDENTAL about the natural beauty 
and permanence of color in dentures made with “Tp- 
citone” methyl methacrylate resin denture material. 


This enduring, lifelike tint is an achievement of Du Pont 


color chemists. They are specialized technicians who have 


devoted their professional careers to development of dves 
and pigments for plastics, ceramics. paints, inks. textiles, 
and many other types of products. 

Using Du Pont color research facilities, they spent many 
months perfecting the special formula for tinting the water- 
clear “Lucitone’’ denture material. Only insoluble colors are 
used. There are no harmful substances that might be dis. 
solved into the mouth by secretions or oral fluids. The 
color is an integral and permanent part of the denture. 


“Lucitone” is certified to comply with the specifi- 
cations of the American Dental Association. 
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The pleasing flesh tint is achieved by a special combina- 
tion of delicate shades of pigments. The natural gum appear- 
ance of “Lucitone”’ is enhanced by its translucent mottling. 
This gives a warm flesh-and-blood appearance because it allows 
passage Of a correct amount of color from the actual gums. 


A series of rigid tests assures that every batch of “Luci- 
tone’ is uniform in color value and stability. Other scientific 
controls and tests occur at every stage of “Lucitone”’ produc- 
tion. They make certain that Du Pont acrylic denture mate- 
ral measures up to the highest standards of the dental pro- 
iession for purity, strength, hardness, and permanent beauty. 
Such a material is well worth specifying every time you have 
an acrylic denture made. E. 1.du Pont de Nemours & Co. 
(Inc.), Plasties Department. Arlington, New Jersey. 


*Lucitone’’ denture material is the only methyl methacrylate 
resin denture material made by Du Pont. “‘Lucitone”’ is dis- 
tributed solely by The L. D. Caulk Company, Milford, Delaware. 

















SY, GREATEST NATURALNE 


- - In a fmished dent 


f 


is an important objective. Dr. Myerson’s teeth y 

the first great contribution in many years towards ¢} 
objective. More and more followed quickly to enable dentists to constry 
dentures of greater naturalness. 

Shortly after the sensation created by Dr. Myerson’s “True-Blenq” can 
“Modern-Blend” and then Characterized teeth. 

In 1940 a new way of carding teeth was introduced. Only Dr. Myerson’s “Ty, 
Blend” and Characterized teeth are carded in this beautiful manner. Dr. Myergo, 
“True-Blend” are the original masterpiece—transparency, stains, erosions a 
controlled variations. 

Each set of Characterized teeth has three subtle simulations of synthetic filling : 
See photograph of two bottom rows on right hand page. 7 
On the next row above is illustrated a new color scale with transparent handle" 
There are ten beautiful colors in this color scale. The ten colors range fromm 
creamy yellow almost white to orange. The teeth are mounted on transparey iF 
plastic handles and are inserted in a beautiful pink plastic stand. 








Above the color scale 
illustrated the oral suppor 

Next above is shown th 
life-like extra-oral visualize 
This is supplied in five cor 
plexion colors. 

At the very top is shown 
new six set package contai 
ing “True-Blend” or Ch 
acterized teeth, whichey 
you prefer, mounted in th 
ingenious manner. Each 
capable of immediate trial 
the mouth—a great aid t 
wards patient demonstratic 





USE THE MYERSON SYSTEM FOR DENTURES Sys 


Dr. Myerson's Patents No. IDEAL TOOTH INCORPORA rN) 


2202712, 2202713, 


2230164 CAMBRIDGE, MASSACHUSETH 
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ACCURACY 


with 


After all—it's final results that count 
in denture construction—and satisfactory 
final results depend upon the accuracy of 
your impression. 

Use Kelly's Paste to correct the defects 
of the compound impression and you will 
have greater final accuracy than ever 
before. 

Order Kelly's Paste TODAY from the 
same reputable dealer who sells you other 


Lee Smith Certified Products. 
LEE S$. SMITH & SON MFG. CO. 


7325 PENN AVE. 


$2.50 
AT ANY 
DENTAL 
DEALER 











PITTSBURGH, PA. | 








CURTIS 


Dental Pumps 
Operate Quietly, 
Efficiently, at Low Cost 


Curtis Automatic Dental Pumps are 
especially designed for this exacting 
service — to provide compressed air 
for the modern dentist. They reflect 
Curtis’ 86 years of successful engineer- 
ing experience and are precision built 
in every detail. 

You'll find a Curtis Dental Pump 
extremely quiet in Operation, highly 
efficient and thoroughly dependable. It 
provides clean, pure air at all times and 
Operating costs are extremely low. It 
occupies small space, starting and stop- 
ping are completely automatic and 
requires no attention except occasional 
filling of oil reservoir. Uses a tasteless, 
odorless, colorless lubricant. 

Compressed air saves you time, energy 
and money — it’s an invaluable aid in 
operative dentistry and laboratory work 
— makes your work easier and better 
and patients appreciate its use. Write 
for Bulletin C-18. 


CURTIS PNEUMATIC MACHINERY CO. 


Division of Curtis Manufacturing Co, 


1933 Kienlen Ave. St. Louis, Mo. 


CURTIS 
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LITE for Full and Partial Dentures — has every quality 
Dentists demand for their patients; natural color, 


good color life, compatibility, cleanliness, density and great strength. 





ACRALITE CO., INC. 
MAIL THIS 


257 WEST 38th STREET 


NEW YORK, N. Y. 
[) ACRALAIN; [7] ACRALITE COUPON 


Please send me literature on 
ADDRESS __ 


_DEALER’S NAME 


CIYAND STATE 
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KARAYA GUMS -—SODIUM GBORATE 4 


CONTENTS 4% O7S 


CLARK CLEVELAND INCORRORATED 
BINGHAMTON, N.Y.. U.S ® 





“MOUTH TISSUES CHANGE—SEE YOUR DENTIST’ 


That’s the story the colorfully illustrated brochure, ‘DENTURE CLOSE- 
UPS” hammers home to patients by comparison with eye-glasses and 
simple mouth structure charts. Send for your copy to keep in your office 
and show patients why dentures require periodic check-ups for readapta 
tion or replacement. 
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, Alkaline FASTEETH Lends 
Double Aid to Hasten Control 








FASTEETH exerts double action to bring a high degree of 
utisfaction and more rapid adjustment of the patient to his new 
dentures. (1) FASTEETH forms a thin, colloidal and yet cohesive 
fln between plate and mucosa — for long hours of retention 
security. No bulky, sticky feeling. (2) Gently alkaline, FASTEETH 
acts to offset inflammation caused by hyperacidity beneath the 
denture and helps alleviate discomfort and irritation arising from 
awkward use of denture by patient during the adjustment period. 
Try FASTEETH for better retention of temporary dentures; on 
old loose plates while new ones are in the making. 





CLARK-CLEVELAND, Inc. ¢ Binghamton, New York 


I'd like to impress on my patients the need for periodic 
denture check- “up and readaptation. Rush me a FREE 
office copy of “DENTURE CLOSEUPS.” 





OH-2 
Doctor _ 








Street & No. 








City 
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NOT AN AIR RAID WARNING .. . nor a scare head in the papers. Susie is just a 
“bundle of nerves,” and is hurrying home from a dental appointment—maybe never to 
return. 


Thousands of patients like Susie, would go to their dentist more often without the 
slightest fear, unhampered by “dental dread,” if more dentists would make everyday 
dentistry a more pleasant experience by using a good anesthetic—Minimax Procaine 
Solutions. Psychology-wise practitioners rely on Minimax solutions for their patients’ 
mental and physical comfort because they know from experience that Minimax solutions 
are dependable, have a uniform quality and proven efficacy. 


Minimax Anesthetic Solutions come to you fall of ‘‘vim, vigor and vitality” in the 
patented scientific Hy-Vac container that's dust proof, damp proof, wholly 
oxygen free. You can count on Minimax Solutions to alleviate pain, minimize 2 
apprehension, make operative work more pleasant for your patients and your- 
self. Buy Minimax, be satisfied. 


Prepared in 3 strengths: Epinephrin 1:30000, 1:50000 and 1:70000. Supplied in two size cartridges: 
large for standard syringes, small for short syringes. 25 ctgs. in each Hy-Vac package. 


Hy-Vac package patented U. S. Patent Number 2,215,479. 


THE MINIMAX CO.© MEDICAL & DENTAL ARTS BLDG. © CHICAGO 
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ERNONITE is entirely pure acrylic materials. It 

















contains none of the non-acrylic ingredients frequently 
added to commercial resins to facilitate their molding 
behavior under customs molding conditions. This important statement 
* is printed on every package: VERNONITE CONTAINS NO PLASTICIZERS 
OR MOLD LUBRICANTS. 
‘That means VERNONITE is distinctively a denture material, made 
_ to conform to dental technic and to meet the special needs 
required of a denture. It is not a commercial material drafted 


fs into a service for which it was not intended. 





Vornonite is the trade-mark, Reg. U. $. Pat. Off., for an acrylic resin denture material manu- 

factured by the Rohm & Haas Co., Philadelphia, Penna., under U. S. Patent numbers 1,980,483 

~ 2,013,295 — 2,120,006, and distributed by Vernon-Benshoff Co., Pittsburgh, Penna. 
VERNON-BENSHOFF COMPANY 

P. O. Box 1587, 933 Ridge Ave., Pittsburgh, Penna. 











PROVING THAT 


PROOF? Impartial laboratory fang eS &£.y 
tests show Dr. Wernet’s Powder “Sa quantity 
| ST ae Hded se- 
26.1% WHITER ‘ eB ck: 
ality! 
Sage nee eee 26.1% Whiter! This : 

46.5% MORE ABSORBENT means proven purity pee) 4B Absorb- 
... less foreign matter, we) ef denture- 
no dark gummy mass ad i” cian with 
5 Largest - selling Brands Tested on patients’ plates! Sag bugpowders. 


OVER 50,000 DENTISTS USE AND RECOMMEND Dr Wr T'S 
COMPLE YOL 


Than Average of 


























ENTUpOWDERS ARE NOT ALIKE! 
wat wi 
,at wim Se, Cre J 
| # 


The crude gum from which DR. WERNET’S 
Powder is made is the finest, purest and most 







expensive in the world ... the same grade used as 






a binder in the highest grade ice-creams! No other 






powder can make this claim. Therefore when 
you recommend DR. WERNET'S you are recom- 
mending absolutely safe, digestible material. 
Each pound is scientifically selected, carefully 
milled and refined to eliminate all foreign matter. 









For almost thirty years, DR. WERNET’S 
mae Powder has been recognized professionally 


founin DeWeRn as a product that can be conscientiously and 


Be shock § POWDER — successfully prescribed. It is not advertised 
lity! Gn neous oe to the public because we believe that only a 


Pimecy in pace dentist is qualified to recommend its use, 
thereby exercise greater ‘‘patient-control”’. 


SEND FOR YOUR FREE SUPPLY! Mail 
your card or letterhead to Wernet Dental Mfg. 
Co., Dept. K-8, 190 Baldwin Ave., Jersey City, 











40 Absorb- 
ef denture. 
cin with 
bugpowders, 

N. J. 


Webr’s PowDER 
MPLEYOUR DENTURE SERVICE 


ors FL Berto 


®e6 u 6 Pat OFF 
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Pee ACCURATE FITTING INLAYS 


with far less time and trouble! 


Beauty-Cast, the efficient inlay far easier to use—and reduces 
investment, eliminates the neces- your time and trouble appreci- 
sity of thermometer—control ably. In addition, its simple 
powder— complicated propor- technic insures remarkably finer 
tioning system—double mixing— __ results in casting. 

thick vibrating mix Beauty-Cast is guar- 
—excessive burn-out JUST FLIP THE WRIST anteed to meet A. D. 
temperatures — and and the lid is off! A. Specification No. 
asbestos liners (in = 2 for Inlay Invest- 
75% of cases}! ment. Try it your- 
Yes—Beauty-Cast is self—now! 





OH—2—42 





WHIP-MIX CORPORATION 
Mi W. Avery Ave., Loulsville, Ky. 
[} Enclosed is 25c (coin or stamps) for somes Kit containing three 50-grain 
packets of Beauty-Cast Inlay Investment, enough for three castings; a 15 cc glass 
graduate for measuring correct water preportions. 
[) Ship Ibs. ef Beauty-Cast Inlay Investment to me and bill thru 
my dealer. 


Name 
Address. 
City. 


Dealer. 


MAIL COUPON NOW FOR TRIAL ORDER OF BEAUTY-CAST 
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GUM MASSAGER 


The HY-KARE Gum Massager is an 
invaluable aid in promoting firm gums 
and sound teeth. Ideally suited for 
home care of the gums after thorough : q 
prophylaxis. Stimulates circulation of It is only natural to 
the vascular tissues without irritation. | pect fear in children and 

Made of pure surgical rubber. Sani- ) sometimes in grown-y 
tary, easy to clean. Fits finger snugly. Z when in- the dentisrs 

For use with any dentifrice or spe- chair. By the use of 
cial lubricant you prescribe. Order NOVOTHESIA DICKS, confi. 
direct, or through your supply house. dence will be inspired when ex. 

tractions or other conditions are 


8 for $1.00 — sample 15c — 44 for $5.00 indicated. 
| . NOVOTHESIA DICKS 


In the first few months of its introduc- | : ; 
tion in the Chicago area, Hy-Kare Gum | is a non-toxic local anesthesia, producing 
Massager received the endorsement of more oomneent genmna" in 1S necaad SR 

i . - u 4 
than 2,000 dentists. struction of tissue. Send for your free cones 
it will convince you. ’ 


HY-KARE LABORATORIES Specialty Products Company 














405 S. Dearborn St., Chicago 429 Bourbon St. New Orleans 




















General Druritus 
—DERMA MEDICONE 


Pruritus ani et vulvae 


Pruritus scroti 


Pruritus 


ee | 
' Pruritus hiemalis 
Pruritus of mycotic infection 


Pruritus universalis 
Samples and Literature on Request 


MEDICONE COMPANY - 225 Varick Street, New York, N, Y. 
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for impressions of plaster you can't Plaster are always precise, and sharp. 
linda better medium than Kerr Snow Setting time is definitely control- 
White, a product exclusively for lable by formula. Clean break is 
another uniform characteristic. 


Dentists who take pride in their work 
find Kerr Snow White Plaster a reli- 
ing processes which follow. Purity able source of satisfying inspiration. 
and fine grain are far above ordinary we pay — cent a aa aa 
commercial plasters. and enjoy results you can. get only 

‘ with Kerr Snow White Plaster, the 


Impressions from Kerr Snow White finest the market affords. 


KERR DENTAL MFG. CO., DETROIT 


WHITE 
sane pLasTER = 


dental use. 


Its quality begins in the basic ma- 
terial and continues in our painstak- 









_ 11.6.” 


OO) 
BOOKS 
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IMMEDIATE DENTURES 
CO-RE-GA not only retains the 


denture during the healing proc- 


ess, but practically enables the 


patient to ‘‘rebase’’ his denture 
daily, while the progressive alter- 


ation in the fit is taking place. 





(Powesere™ yi 
THE PERFECT ADHESIVE * : 


FOR DENTURES 
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Dr. 


COREGA CHEMICAL COMPANY 
208 ST. CLAIR AVE., N. W. CLEVELAND, OHIO 





Prescribe «THE BEST” 


We don’t like to use superlatives, but it is true that no one can buy 
better bristle or other materials entering into the construction of a 
tooth brush than we do in the 


DR. BUTLER Tooth Brush 


. therefore, when you prescribe the Butler you prescribe the best. 
Have you added your name to that ever-growing outstanding list of 
progressive members of the Profession dispensing or prescribing the 
Butler exclusively? 





is gaining in favor because it is tougher and stronger. 

BI 4 Kk Make your own comparison. Send 40c for two adult 

44 ‘ brushes. Choose one with our regular hard or extra 

BRISTI E hard unbleached bristle—the other with hard or 

“ extra hard black bristle. Then make your own com- 
parison with other brushes! 


SEND THIS COUPON TODAY! 


oe a A SE 

JOHN O. BUTLER CO. OH 2-42 

7359 Cottage Grove Ave., Chicago, Ill. 

I enclose 40c for two brushes. Send me: (Do not send checks ) 

(Stamps or coin only ) 
ARTIFICIAL NATURAL NATURAL 

[) Medium Bleached ] Medium Bleached —) Extra Hard Unbl. 
Hard Bleached |} Hard Bleached Bronze 

C} Extra Hard Bleached (3 Extra Hard Bleached {| Hard Unbl. Black 
(Artificial comes in C) Hard Unbleached C} Extra Hard Unb. 
bleached bristle only ). ~ Bronze 
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City and State 











MATRICODENT 


20 ft. roll of specially tempered, stainless matrix 
metal; strong, and smooth in texture. 3/16”, 1/4” 
5/16”, 3/8” widths; 40 Ga. (.003”) and 44 Ga. (.002”) 
Thick 

MATRICODENT with Dispenser 

Refill only sseneer 


ARTICODENT 


Clear-marking, non-drying articulating paper. Tis- 
sue interlining avoids smudged fingers. Equal to 12 
books. Red and Blue-waxed; Blue (thin) unwaxed. 
Thin—36 feet long. Thick—25 feet long. 
ARTICODENT with Dispenser 

Refill only 


CELODENT 


Strong, smooth celluloid rolls, 540 inches 
long. Ultra thin—.003”—3/8” and 1/2” 
wide. X-Ultra thin—.002—3/8” wide 
only. Amber color—3/8” wide, .003” 
thick. 

CELODENT with Dispenser 

Refill only 














At Reliable Dealers Everywhere—™Manufactured by 


UNION BROACH CO., INC., 37 W. 20TH ST., NEW YORK, N. Y. 
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Thousands of Dentists 


Now Recommend 


A LIQUID DENTIFRICE 


To Patients With Any 
Cervical Exposure 


~ ( 




























=" By thems 
RECENT SCIENTIFIC RESEARCH SHOws, pied 
enture 
1 8 out of 10 adults examined have “critical” exposure ther 
of softer tooth structures. onbine 
val ch 
2? Teel Liquid Dentifrice cannot injure exposed root 0% no 
surfaces because it contains no abrasives. 

nstolex 
the acl 

More and more, dentists are recognizing be avoided through the use of Tee! 
the urgent need for a wholly non-abra- Liquid Dentifrice. ~s;, 


sive dentifrice. For scientific research A printed report summarizing this 
has proved conclusively that cervical important research will be sent to yo NA 
abrasions—so frequently observed—can without obligation. Mail coupon below HY 


Teel LIQUID DENTIFRICE 


CONTAINS NO ABRASIVES 


Ce ee ee ee ee ee ee 8 8 eee 


xv 
> PROCTER & GAMBLE (Pin this coupon to your 
va Department of Dental Research professional letterhead.) 
Box 687, Dept. HF, Cincinnati, Ohio 
Please send me, without cost or obligation, the following: 
O) Report of recent research on exposure and abrasion of cementum 
and dentin. 
CO) Professional samples of Teel Liquid Dentifrice. 


) 


- 


\ 
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ythemselves, methyl methacrylate powder and liquid cannot be actually 
snbined in the conditions which prevail in a dental laboratory. So acrylic 
ature materials generally contain certain plasticizers to promote this union. 
there is no plasticizer in Crystolex. Yet Crystolex Powder and Liquid 
bine almost instantly—not merely into a sandy mass but into an intimate, 
al chemical union. Your Crystolex Dentures are therefore 100% acrylic— 
1% non-toxic, strong, stable, flawless and warpage resisting. Standardize on 
mtolex, the |OO% acrylic denture base formulated exclusively for dentistry 
the acrylic that’s different and better. 


et Tel a 
\% KERR DENTAL MFG. CO., Detroit 


rizing thi 
ent to yo 
pon “_ 


) ANUFACTURED BY ROHM & HAAS CO., PHILADELPHIA 


& 


Established 1891 


Au | 


REG. U.S. PAT. OFF. 








Grateful patients will appreciate 
your recommending MOY, Doctor 
. « . particularly during the diffi- 
cult “breaking-in” period. This 
new, pure white, alkaline powder 
holds dentures in place. Patients 


can eat comfortably—talk without 
embarrassment—laugh, sneeze or 
cough without fear of shifting; 
moving plates. 


FREE SAMPLES yours for the 
asking. Just fill out and mail the 
coupon below. 





(such as i: 
Gum) will 
quate cir 
help in th 
and chen 
patients v 


THE J. BIRD MOYER CO., Inc. 

1210 Vine St., Philadelphia, Pa. 

Please send free professional samples of MOY, the new white alkaline holding # 
powder to: fi: 
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TERIA RIDE HIGH 


AKE UP CIRCULATION! “—this 
should be the slogan for 
ients with an incipient or clin- 

ial case of peridental disease. 
Ie slowing up of the gingival 
od supply under masticatory 
ce sets up a dangerous 
eptibility to trauma from 
B iioting calculi, oral sepsis or 
hod impactions. 


litle wonder, in view of to- 
“Biy's “pre-digested diet,” that 
“Bie gingivae are, of all human 


~ Bissves, the most frequently in- 


feted... that periodontoclasia 
isso alarmingly prevalent! 


for the prevention and post- 


im operative care of periodontal 
 B dsease, your suggestion to your 
<i patients that they exercise with 


“10 yp 


alarge, firm, non-nutritive bolus 
(uch as is provided by Dentyne 
Gum) will not only assure ade- 


Bate circulatory stimulus, but 


help in the removal of physical 
ond chemical irritants. And your 
patients will like its spicy flavor! 


Venlyne 


CHEWING 
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ABRASION TESTS SHO 








eda 
tof 


Palatal surface of 
new plate with 
section enlarged 
1.4 diameters. 





ACTUAL PHOTOGRAPHS SHOWING ABRASION OF DENTURE 
MATERIAL AFTER 5,000 BRUSH-STROKES . .. USING: 











POPULAR TOOTHPASTE BRUSH ALONE 


CAN DESTROY 
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HOMOW BRUSHING 
tOvYeIT OF DENTURES 





Pe os 





After 1500 strokes 


ace of 
with on abrasion machine 
arged with brushand house- 
ters. hold cleanser. 
-7 x | b 5 
“a Pie” 
| 
| Household Cleansers, Most Dentifrices, 
| | Fven Brushing With Soap and Water Destroys Surfaces 
| Vital to Perfect Suction 
This series of abrasion tests—made on nullifying the work of the prosthodonust. 
vlcanite and acrylic denture materials These tests show graphically why 
. -materials softer than dentine—clearly thousands of dentists prescribe POLI- 
proves the destructive effects of clean- DENT for cleaning all plates and re- 
~ ng full dentures by brushing methods. movable bridges. POLIDENT dissolves 
; In each case, 1500 strokes (above) mucin, tarnish, food-debris . « « SOARS 
it 5000 strokes (box, left) produced the dentures clean, sweet and pure without 
camaging results shown in these magni- danger from harsh abrasives or acids. 
| photographs . . . wearing away the WRITE FOR FREE SUPPLY! 
| minute, yet vital, convolutions and sur- Hudson Products, Inc., 221 W. 19th St., 
| pss that insure correct fit... and thus New York, N. Y. 


Approved and _ rec- 
ommended by lead- 
ing makers of Acry- 
lic Resin. 





POLIDENT | 


the SAFE brushless cleanser 


































CROSS-SECTION THRU MOUTH WITH Balanced dentures m “ef: 
CORRELATOR PARTS MOUNTED IN \ CAN sAtistied po, 


DENTURES READY FOR | . Bal 
MILLING PURPOSES lents. .... Balance your next denture 


with THE CORRELATOR. 
Sold on a money back guarantee. 


Write for full information. 





The Denture Correlator Manufacturing 0, 
1927 25th Ave. No. Seattle, Wo, 











This Authoritative Book Tells How To Fill 
Out Your Income Tax Return Correctly 


FEDERAL INCOME TAX 
FOR THE PROFESSIONAL MAN 
by Clarence D. McBride 


UNUSUAL CARE should be exercised by every 
dentist this year in filling out his income VA), UNITED 
tax return. Now that we are at war, the Bu- c. 

1 , STATES 
reau of Internal Revenue will go over each SAVINGS 
return more carefully than ever. 

Prepared by an authority in this field... 
written in simple language ... size 6 x 815 
in., includes filled out form, etc. Every den- 
tist should have this helpful book. Price only 
50c, postpaid. Send for your copy today. 


CHANDLER'S BOOK & STATIONERY 
STORE 


30 Davis St. Evanston, Ill. 
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CRESCENT DENTAL MFG. CO. es re canes 
1845 S. Crawford Avenue, CHICAGO 
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FOR THE SAKE OF 


(Letter Lordiilion 


Like all other metabolic and growth 
processes, dentition and the complex 
mechanism of tooth formation are 
dependent upon a good nutritional 
state for their successful continua- 
tion. The results of many nationally 
conducted group examinations have 
borne out the validity of this asser- 
tion. Nutritional neglect in the earlier 
years of life is an especially impor- 
tant contributing factor. 


New Improved Ovaltine supplies a 
wealth of protective food substances, 
and can help greatly in promoting 
good dentition. Its nutritional essen- 
tials are provided in readily assimi- 


~ lated form. This delicious food drink, 


NEW IMPROVED 












e 


more easily digested than milk alone, 
is taken with relish by all children. 
Adults too can benefit by drinking 
Ovaltine regularly. 





Three daily servings (1% oz.) of New 


Improved Ovaltine provide: 


Dry 

Ovaltine 
PROTEIN ... 6.00 Gm. 
CARBOHYDRATE 30.00 Gm. 
FAT 3.15 Gm. 
0.25 Gm. 
0.25 Gm. 
10.5 mg. 


CALCIUM... 


PHOSPHORUS . 


Ovaltine 
with milk* 
30.00 Gm. 
66.00 Gm. 
31.95 Gm. 

1.05 Gm. 
0.903 Gm. 

11.9 mg. 





2 KINDS—ptain AND CHOCOLATE FLAVORED 
Ovaltine now comes in 2 forms—plain, and sweet choco- 
late flavored. Serving for serving, they are virtually iden- 
tical in nutritional value. 


Dentists are invited to me for individual servings of New 
- Improved Ovaltine. The Wander Company, 360 North Michigan 
Avenue, Chicago, Illinois. 






... O5 mg. 0.5 mg. 
VITAMIN A . 1500 U.S.P.U. 2953 U.S.P.U. 
VITAMIND. 405 U.S.P.U. 432 U.S.P.U. 
VITAMIN B; 170 U.S.P.U. 302 U.S.P.U. 
RIBOFLAVIN 0.25 mg. 1.28 mg. 


*Each serving made with 8 oz. milk; panne 
on average reported values for mi 

























STRONGER 


: Permits Thinner and More 
Graceful Bars and Clasps 












ALI. Me asgnn 


Co _ rt ee 


covers less tooth surface — yet 
roLsaUl a =Somaalelacme (ciilaliccmap<elilels 


e LIGHTER e ABRASION - PROOF 

e MORE RESILIENT We STRONGER 

e BEAUTIFUL PERMANENT LUSTRE ADDITIONS MAY BE SOLDERED 
e TOLERATED BY TISSUE e PRECISION- ACCURACY 

e DUCTILE e ECONOMICAL 


DURALLIUM PRODUCTS CORPORATION 


225N.WABASH AVE. CHICAGO. ILLINOIS 
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No Wonder | 


heference Pyramids 


sked preference so widely won by Kerr Hydro-Colloid 
the field of elastic impression materials is easily ex- 
lined by facts that are personal experience to thousands 
Dentists. For Kerr Hydro-Colloid:— 


—Requires no kneading, no mixing, no special equipment. Simply 
boil, temper and squeeze from tube. 


—Meets all specifications of the A.D. A. Research Commission. 


—Produces impressions that bend over 25% without fracture or 
distortion, 


—and resulting models that are clean, accurate and free from 
flaked or powdered surface: 


—Comes from Kerr, leading specialist in prosthetic materials. 


ttry Kerr Hydro-Colloid on your next impression of 
icult undercuts. 


KERR DENTAL MFG. CO., Detroit 
Established 1891 


REG. U.S. PAT. OFF. 
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THIS IS YOUR 
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| BOOTH 120 | 











When you attend the Chicago Meet- 
ing at the Palmer House ... Also 
to visit our Sales Office, just 3 
short blocks south on Wabash Ave. 


As in previous years, there's a cordial wel- 
some pleasant surprises . . . 
for you at the Manhattan Booth. So let's re- 
new old friendships and let us show, in a 
practical way, our appreciation of the patron- 
nal extended to us by the Dental Pro- 
ession. 


Meantime, you will want a preview of the 
variety in style by Manhattan so we suggest 
that you send NOW for Style Book O.D. 
for Doctors . . . also for Style Guide O.N. for 
Hygienists. There is no charge and no obliga- 
tion, and samples of materials are included. 



















60 STYLES 
FOR DOCTORS 


32 STYLES 
FOR HYGIENISTS 


MANHATTAN MFG. CO., CHICAGO 
509 So. Wabash Ave. 





FOR AN IMPORTANT JOB! 


sove? : 


1414. N. VERMONT AVE. LOS ANGELES, CALIFORNIA 














MILLER’S ELECTRIC 
HANDPIECE 


FOR CHAIR AND a 
LABORATORY USE ea 


Save your present hand- { 
piece for oral work. 






Ask your Dealer for 
Free Demonstration 


CHICAGO WHEEL & MFG. CO. 
Dept. OH 
1101 W. Monroe St. 


CHICAGO ILLINOIS 9°” 407 Cataloe 




























Why Don’t You Trade 


HY don’t you ‘‘trade in’’ your present 
old, inefficient dental x-ray equipment 
for our new, modern FISCHER Cabinet 
Dental-X? You can get a favorable ‘‘trade 
in’’ and have a new, very attractive den- 
tal x-ray apparatus that is positively the 
last word in safety, durability and efficient 
performance. 
Let us send you full information by 
© return mail. Paste this ‘‘ad’’ to your 
letterhead, sign your name and mail 
to us today. No obligation. 


H.G. FISCHER & CO. 


2323-2345 Wabansia Avenue 











CHICAGO, ILLINOIS « 
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You will agree that every successful dental 

practice is built upon a foundation of 
patient-loyalty and confidence . . . a bond 
you strengthen each time you render an 
extra “personal service”. 

Just as the M.D.’s prescriptions for 
home-care are a constant reminder of the 
service he gives, so your prescription of 
PYCOPE Tooth Powder and Brush can be 
of twice-daily service to your patients. 
Ethical products, never publicly adver- 
tied, they represent your special knowl- 
edge... symbolize a sincere concern for 
your patients’ well-being. 


It's Good Practice To Prescribe 


PYCOPE 


PY-KO-PAY 


Jo Your Patients Think of You 
When They Brush Their Teeth? 


















PYCOPE “Council Accepted” TOOTH 
POWDER can’t mat a brush. . .is immedi- 
ately soluble... contains no glycerine, grit, 
acid, soap ... no sodium perborate. 
PYCOPE BRUSHES have small heads, 
rigid handles . . . scientifically spaced bris- 
tles, wedge-cut tufts ... a two-month guar- 


antee. Educational folder included. 


PYCOPE, Inc., 2 HighSt., Jersey City, N.J. 


TOOTH POWDER & TOOTH BRUSHES 
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From time immemorial, pain in childbirt 


on the battlefield, on the operating table wa 


deemed an inescapable human martyrdor 
But against this tide of fatalism there wer 
men who patiently, heroically sought a way 
to assuage the anguish of pain. 


Priestley —evangelist, scientist and the for 
most chemist of his times. Out of his chemic: 
researches came the discovery of nitrous oxic: 
... but as Priestley prepared to make 1 
first experiment on animals with this gas # 
aroused mob burned his home, his laborator 
his records — halted investigations wi" 
might have developed anesthesia nea.\ 
century before its discovery. 

Man of science, man of God, Joseph Pries! 
contributed mightily to the epic strug 
Men Against Pain. 
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' The Novocol chemists have been Men Against Pain for the past thirty years. 
Reter solutions, improved containers, newer and safer anesthetics have been 
their aim. 

In 1937 we announced the synthesis of Monécaine HCl, the safe, more 
potent, new local anesthetic. 

Monécaine has been enthusiastically received by the dental profession. By 
ptember Ist, 1941, more than 45,000,000 injections had been made at the 
dir with Monécaine HCl. Today, over 92% of all Novol users prefer 


Monécaine to procaine. They have 
made their choice on the strength of 
Monécaine’s safety, potency and uni- 
versal application to all types of cases 
and all kinds of patients. 

The steadily increasing use of this 
modern local anesthetic for extraction 
and surgery, as well as all operative 
procedures is the most potent testi- 
monial to its value in modern dental 
practice. 

In your practice, today and always, 
Blackout Pain with Monécaine! 











The word ‘‘Mondcaine”’ is the registered trade 
mark of the Novocol Chem. Mfg. Co., Inc., 
designating its product, 2-isobuty! amino 
ethyl para amino benzoate. 





MUVOCOL CHEMICAL MFG. CO., Inc. 
MOOKLYN, NEW YORK 


* London . Buenos Aires Rio de Janeiro 














Introducing the new 
PRICE siccrnse 


Brand new to the Dental Field is the 
Price Portable Vu-Projector which serves 


a three-fold purpose. Because of its four- ~ 


diameter magnification, it makes easier 
the reading of 35mm X-ray films. Because 
of its projection feature, it may be used 
to project X-rays so that patients may 
more readily comprehend the nature of 
tooth decomposition. Then, too, it may be 
used for the projection of Kodachrome 
transparencies in full color, showing the 
complete case history of dental work “be- 
fore and after.” Handsome plastic case. 
Operated by three long-life batteries. 
Double slide carrier: one side for viewing, 
one side for projection. $6.95. 


Through your dealer or direct from: 


AMERICAN BOLEX COMPANY 
155 i ain Street 
New York, N. Y. 

















ED 
WAY TO INCREASE 
YOUR PRACTICE! 


Administer Gentle Prophy. 
laxis regularly to every pa: 
tient . . . it will create cop. 
fidence, build good will, and 
provide a sound reason for 
regular visits to your office, 
The good will of your patients 
is vitally important . . . never 
risk losing it by trying to save 
a few pennies on inferior in- 
struments. That’s why it will 
pay you to use genuine BS 
Polishers in Prophylaxis work. 


TIME TESTED 


BS Polishers are safe, con- 
venient, yet they quickly and 
thoroughly clean deep points 
of pits and fissures and under 
free gum margin with vir- 
tually no discomfort to the 
patient, 


BS Polisners run cool—smooth 
—do not throw and splatter 
abrasive. They are the oldest, 
largest selling rubber polish- 
ers in the world. That’s your 
guarantee of the best perform- 
ance, efficiency, safety and 
convenience. 


To prove the matchless per- 
formance and quality of BS 
Polishers we urge you to send 
for a free sample—in that way 
you can be the judge! 


YOUNG DENTAL MFG. CO. 
4957 Suburban RW, 
ST. LOUIS, MO. 
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r add to the speed and surety 


of your work ... to contribute 
your convenience, the Eastman 
ine of x-ray materials is kept con- 
qantly complete: 
ln Films, you choose from four 
vpes (Bite-Wing, Periapical, Oc- 
dusal, Extra-Oral) ... in the sizes 
oeferred by the profession... 
vith the characteristics favored 
wyou personally. Jn Chemicals, 
ou process with solutions made 
om Concentrated Liquids or Pre- 
nred Powders, as you prefer. /n 
Acessories, just try to think of a 
desirable aid to your greater et- 
iclency in exposure, processing, or 
viewing...and almost certainly 
ou will find that it is supplied 
by Eastman. 

Whatever your need in films, 
chemicals, and accessories, your 
gular dental dealer can fill it 
om the only complete line of 
ray materials—the Eastman 
ine. Eastman Kodak Company, 
Medical Division, Rochester, N. Y. 


Eastman 
X-RAY 
Kon a-M akon i 


...THE COMPLETE LINE 








assures personal atten- 
on to design and con- 


~ handling of struction of you: full and 
: rd your orders, prompt 

SF shipment by air mail 
avoids delays. 
Send your next 

>» case fo us. 


Tohikaiclaiiols 


ENTAL LABORATORIES 
LON 5016 


partial dentures, This 
definite fit, 
real 


means 
true comfort, 


AMENTA D 


4740 N. Western Ave., Chicago e 


IN AT A DeWiITT 
OPERATED HOTEL 


In Cleveland 








When you're “‘on the go,” 


remember these fine service hotels 


DINKLER 
HOTELS 


CARLING DINKLER, President 
Operating 


THE ANSLEY, 


Atlanta 


THE TUTWILER, 


Birmingham 


THE ANDREW JACKSON, THE O. HENRY, 
Nashville 


Greensboro 


THE JEFFERSON DAVIS, 


Montgomery 


THE ST. CHARLES, 
New Orleans 


THE SAVANNAH, 


Savannah, Ga 














Everything you'll find elsewhere, 
plus more uniform light diffusion, 
plus three-intensity adjustment. 
Replacement bulb, 55¢. 


PELTON CEILING LIGHT 








THE HOLLENDEN 
In Columbus 
THE NEIL HOUSE 
In Akron 

THE MAYFLOWER 
In Lancaster, 0. 

THE LANCASTER 

In Corning, N. Y. 

THE BARON STEUBEN 




















ae upoer-bsorbent 
- COTTON ROLLS | 


These 
a delight to the efficient dentist 
and are not harsh to the patient's 
mouth. They are actually spun from 








improved cotton rolls are 


100% pure surgical absorbent 
cotton to make them softer, more 
pliant and non-collapsible. They 
adopt easily into any position, are 
stretchable and small tufts are 
quickly detachable. 


DENTAL ABSORBENTS CO. 
Palms Station 
Hollywood California 


Gentlemen - 


Please send me a free, generous 


sample of “SUPER ABSORBENT” ROLLS. 

































PROTECT 
OUR EYES” 





Tilumination with 


Ritter Fluorescent Lighting 


High intensity and over-illumination of light can 
ruin any one’s eyes ... more light doesn’t mean 
better sight when carried beyond the limit... 
every pair of eyes will see better with increased 
illumination just so far ... beyond this injury 
results. 








Ritter Fluorescent Lights are healthful . . . they 
are friendly to the retina of the eye and provide 
the proper amount of illumination that will en- 
able the eyes to see better. | 


Get the real facts behind Ritter Fluorescent 
Lights . . . how they contribute to ‘‘eye aid.” 


Cool... glareless ... economical 

. without harsh light rays... 
Ritter Fluorescent Lights furn- 
ish a definite need in the dental 
operatory. Have your Ritter 
dealer demonstrate the Ritter 
Fluorescent Lights. 


Ritter 


Dental Manufacturing Co., Ine. 
Rochester, N. Y. 





sanish Intense... Excessive 
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“CHROME Hive Phase bn 


The only artificial teeth that faithfully re- 


produce the form, varied labial surface 





markings, color and texture of natural teeth. 








a 


NIiIVEBSSAL DENTAL COMPAN Y 
Manufacturers af the WULevA Complete Line of Porcelain Teeth 


" & BROWN STS. in ee ee en © i 
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DeweneNitain 


, Densene was one of the first acrylic resin denture materials 
certified to comply with the specifications published by the 
Research Commission of the American Dental Association. 
Densene also has a distinct color superiority. Its “alive” appear. 
ance is still acknowledged to be outstanding among similo 
materials. 

Vitain is the blending acrylic for inlays, bridges, jacke: 
crowns, veneers and teeth. It is available in a special econom- 
ical kit* which provides a complete range of shades, a practicc! 
shade guide, flask and full instructions. All shades of Vitoin \ 
may also be ordered in one ounce portions. The Vitain shade: 
used most frequently may then be replaced singly as needed 
to keep your kit complete. 

The Vitain technique is simple. Its esthetic and functional 
results are already leading the way to a more advanced type 
of restorative dentistry. If you would like to know all abou! 
Vitain and its technique as quickly as possible—we'll be glad 
to send you literature upon request. 





*The Vitain Introductory Kit is available through your dealer, $12.50 complete 
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NAIL BITING 
AND THUMB SUCKING 









Children who repeatedly suck their thumbs and bite their nails runthe 
risk of transporting germs, dirt, grit and other foreign matter into their 
mouths and throats. This habit is not only unhealthy but very unbecom- 
ing to any child. Use Thum to discourage thumb sucking and nail biting, 


THUM contains extract of capiscum (2.34%) ina base of »f 
acetone, nail lacquer and esopropyl alcohol. Applied like ~ 
nail polish. 


$.50 and $1.00 per bottle at your dental depot or druggist. \aaeeaees 
NUM SPECIALTY CO. 4614 Fifth Avenue, Pittsburgh, Pa. 




































The WEWEY School of Orthodontia 


founded in 1911 by Martin Dewey, D.D.S.,M.D, 


Sessions held at intervals throughout the year. Date of next session on 
application. Classes limited. 
- 


For further information write 


The Dewey School of Orthodontia, 17 Park Avenue, New York City 















































A New Book 
About antes Teeth nl of al 


MASEL PLATINUM COPINGS 


“How to Save Teeth” is the title of a new fer ehutmente ia relatered 
book about the successful treatment of porcelain bridges 
putrescent pulps and apical abscesses. The use of Masel’s Platinum Cop. 
You will enjoy reading this intensely ings avoid seams in the abutments 
interesting and helpful book. A copy is of frames or skeletons in rein- 
yours free on request. forced porcelain bridges. They are 


made of soft platinum and iridio- 


Just fill out the coupon and return it with platinum. They give strong, close 











your card. fitting abutments that will not 
oe open when the porcelain is fired, 
GATES DENTAL PRODUCTS CO. and are less apt to split under 
225 N. Duke Street, Lancaster, Pa. strain. 

Please send me new book ‘‘How to Save Teeth,”’ Their uniform thickness offers 
free. an advantage over cast copings. 


The uneven thickness of the latter 
is apt to cause a variation of the 
granular structure of the metal 
when the porcelain is fired thus 
causing brittleness. 

Use Masel’s Platinum Copings 
on your next reinforced porcelain 
bridge. The technique is simple. 


ISAAC MASEL COMPANY | 
> 1108 Spruce St., Philadelphia Pa.< 


VAPOFORM 























| amelie 


Ti 


Ac 


Ci 





vity 


}| 


'INGS 


‘ed 


Cop- 
ents 
rein- 
y are 
idio- 
lose 

not 
red, 
ider 


fers 


itter 

the 
etal 
hus 











is a tough boss! 


In the busy practice, every minute counts, and you can’t argue with the 
clock. Every interruption due to a patient’s nervousness, apprehension, or 
pain means a loss of precious productive time. The accumulation of these 
time losses results in appointments running behind schedule, greater 
nervous and physical strain on the operator, and in irritation to waiting 
patients who have a right to expect treatment at their appointed time. 

McKesson nitrous oxid analgesia equipment can more than pay for itself 
by eliminating these losses of operating time and keeping appointments on 
schedule, thus greatly reducing the nervous and physical strain of these 
hard, full days. With the aid of McKesson analgesia, operative pain is 
controlled. Patients are calm, relaxed, and co-operative. The result is 
ideal operating conditions for both dentist and patient. 

Whether your problem is more time or more patients, it will be to your 
advantage to investigate the operating and economic advantages of Mc- 
Kesson analgesia equipment. The coupon will not obligate you in any 


way. Return it today. 


McKESSON APPLIANCE CO. O.H. 2 
Toledo, Ohio 


Please send me complete information on McKesson analgesia equipment. 
SUSE O0 2 0666 666666 6b 666666 F6.668 606506606656 5 OO 6006608 6605606604 0406600664008 060 
HOS 66O06 666 606006006606 66646660 E650 66.606 64 66 $0664606656060006460060456645600666R08 
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rmax Impression Material requires no 
! 


From the stirring of the mixture in a rubber bow 
from the mouth of a patient, requires just 51/2 minutes 
The softness and texture of the impre 
in the mouth assures a duplication of the cont 
detail .-- without compression. 
The patient experiences no unpleasant reactions SU 
al to gums oF teeth. 
tes in the mouth, the Impression Material 
becomes firm yet remains sufficiently elastic to permit 
Y withdrawal from the deepest undercuts and 


eas 
recesses --° without distortion. 
ion Materia 


max Impress 
impression technique wi 


Konto 


ssion material as itis inserted 
ours of teeth and tissue in every 
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Konitor 1 has completely 
revolutionized th its simplicity 
and accuracy : 


Send For Descriptive Folder 


Order Throw hY 
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NIGHT UNDER THE Gum LINE 


Without COLLAPSE of Cup—The LIP Doesthe Work 





Made in U. S. A. 
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Friction Grip 
Deflector 
Centripeta Controlled 
Action Lip- Action 
ERFECTION A 
ROPHYLACTIC W.-W 
OLISHERS PRODUCT 
The CONTROLLED LIP-ACTION OF CUP cleans 
and polishes quickly under free margin of gums. 
Test it yourself! Write for FREE Sample Unit 





™ 





1055 Mission Street San Francisco, Calif. 
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More Ways Than 5. 


There are many 
ways you can use 
YOUR TEETH AND 7 
YOUR LIFE in prac- thi cell 


tice. Here are 5 of 





em: 
. Asa monthly state- | hail 
ment enclosure 
Reception room use |} 7 ) 
Patient distribu- four Lif. 
tion upon dismissal . 
Dental Societies | 
and Parent-Teach- | ® £hEAO DT BAN. DOr 
er Association dieee. Te teats teas 
groups , 
. Enclosure with pa- 

tient recall cards 
Prices are low—25 for 
$1.00; 100 for $3.00. 
Use coupon order form | 





—- wr 








The Dental Digest 
1005 Liberty Ave. 
Pittsburgh, Pa. 


Here is $........ covering 
YOUR TEETH AND YOUR LIFE. 



























REG. U.S. PAT. OFF. 













HIGHEST cretion 


silver content alloy 











744% Pure Silver 


Always retains its 
silvery-white lustre 


Conforms to Federal 


& ADA Specifications 


CRESCENT DENTAL MFG. CO. 
1839 S.Crawford Ave.,.CHICAGO 


CRESILVER 


available’ to dentists: 








THE WAR OF 








RELIANCE 

PROCAINE 

HYDROCHLORIDE 
SOLUTIONS 


enable you to proceed with 

injections knowing that your 

patients will be in a calm, 

quiet state that offers no haz- 

ards to your operative pro- 

cedure. 
if 
} 


These new formulae offer 

stable solutions that retain 

high efficiency months after 

compounded. They stand ac- 

ceptable to the Council on 
Dental Therapeutics of the 
American Dental Association. 
Procaine Hydrochloride Solu- 
tion 2% with vasoconstrictor 
agents are available with 
Epinephrine Bitarate in the 
following strengths: 1:50,000 
(ST); 1:30,000 (SM); 1:20,000 
(SE); and —_— Neo Syne- 
phrine, 1:3,700. 





Order from your 
Dealer or write to 


RELIANCE DENTAL 
MANUFACTURING CO. 
37S. Wabash Ave., Chicago 
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T= neat, comfortable ANGELICA Smock of 
specially woven White Twill is your answer to 
“what to wear at work?’’ It is doubly practical, 
since fronts can be quickly reversed when soiled. 
There are deep pockets in the Smock, while con- 
venient side slit openings permit easy access to 
inner pockets. Sizes 34 to 48. Enjoy the easy 


fitting, smartly professional appearance of 
ANGELICAS—the greatest name in Smocks! 


Order No. 323: Each, $2.50, 3 for $7.15 


Get your free copy of the Free Delivery in 


ANGELICA Professional U. S. if full pay- 
Catalog. Uniforms and ment accompanies 
Smocks for Dentists, As- order. 


sistants, Nurses, etc. 





WASHABLE? UNIFORMS 


Write to Our 9 Branch Nearest You 


i i 1414 Olive St. 
age 107 W. 48th St., Dept. 14 
CHICAGO. .177 N. Michigan Ave., Dept. LE 
LOS ANGELES. .1101 S. Main St., Dept. LE 
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- Pat. May 21, 1940 
This Wonder Electric Mortar and 
Pestle is no ordinary agitating de- 
vice. You will award it top honors 
for its speed and thoroughness and 
uniformity and economy. Only 7 to 
10 seconds are required to triturate 
enough amalgam for an ordinary 
size filling. Its mix is always smooth 
— is always the same, because 
it eliminates the human element, 
works with scientific precision. The 
Wig-!l-bug not only saves your time 
but your money as well; it elimi- 
nates waste of alloy and mercury. 
ALL THIS spells better, faster, more 
profitable amalgam oo 

fillings. Write for ; 
complete details. 


















“Model No. 3A 
Through your dealer or direct 


CRESCENT DENTAL MFG. CO. 


1839 S. Crawford Ave. CHICAGO 
























ePuries ADERER, ING 


> «a Manufacturers of Precitg 


PROCAST * ORACAST * MULTIC! °PTE 





mipueR GOLD “CHANNEL BAR” 
Wis DESIGNED TO SUPPORT 
ACRYLIC BRIDGE PONTICS 


When you design an acrylic bridge now, you can give it 

and its acrylic pontics complete structural support to 

prevent cleavage. The Aderer gold channel bar with its 

angled perforations was designed specifically for that pur- 
___ pose. Aderer channel bar is made of a special gold-plat- 
a4 inum alloy that possesses unusual rigidity. 

a When there’s special need for a special gold, solder, 

or as in this case, a specially fabricated gold . . . look to 
i - Aderer for your requirements. 

"Laboratories are personally interested in providing 
the finest technical service. That’s why they have a pref- 
erence for golds of known quality and characteristics. 
That’s why your own laboratory very likely uses Aderer 
gold. They know as you do, that the various Aderer golds 
represent scientific combinations of characteristics in 
each special metal. This has been done to help you meet 
the precise functional requirements of the many different 
types of dental restorations you design in your practice. 











Aderer Gold Channel Bar $2.15 dwt. at your dealer 








N BW. 45 St., New York City - 55-8. Washington St., Chicage 
cattal Alloys for Pentistry 
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LORAYNE USACK 


Identical Usack twins confirm this laboratory finding... 
Pepsodent Powder Makes TEETH TWICE AS BRIGHT! 


THE USACKS are one of several 
sets of identical twins who recently 
tested Pepsodent’s polishing ability 
...to prove that previous laboratory 
results could be duplicated under 
normal home conditions. 


One member of each twin ‘‘team”’ 
switched to Pepsodent . . . the other 
continued with a leading competitive 
brand. They brushed the same num- 
ber of times, the same way, with the 
same kind of brushes. Everything was 
identical . . 


. except the results! 


THE PEPSODENT COMPANY 


In every case, the twin using Pepso- 
dent had amazingly brighter teeth at 
the end of the four-week test period! 
Even the scientists who made the 
original tests were surprised at the 
speed and clarity with which the dif- 


ferences became obvious. 


The twin tests have demonstrated 
once more... this time under the 
normal conditions of every-day usage 

.. that Pepsodent Tooth Powder 
has no equal in producing a brighter 
lustre on teeth! 
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THE LONELINESS OF PAIN 


The first human cry in the wilderness was to summon help 
for the relief of pain. Today, the first mission of medicine 1s 


still to ease the acute discomfort of pain. 


In the service of pain-relief, Peralga gives unusual satisfaction. 
Combining the pain-relieving properties of acetophenetedin 
and acetylsalicylic acid with the sedative action of barbital, 
Peralga not only mitigates promptly the suffering from head- 
ache, migraine, neuralgia, dysmenorrhea, earache and other 
painful conditions, but also quiets the attendant nervous 


symptoms without causing incapacitating drowsiness. 


For prompt and sustained analgesic action with a mild 
sedative effect, try Peralga. A complimentary supply will be 


gladly sent you. 


Peralga, 7-grain tablets, is available in boxes of 6, 12, 


50, 100 and 500; powder in bottles of !; and 1 ounce. 





SCHERING & GLATZ. INC... 113 West 18th Street, New York City 























GOLD JUSTIFIES 
DENTISTRY'S BELIEF 
THAT NOTHING IS 
TOO GOOD FOR 

THE HUMAN 
MOUTH 












JELENKO 


$iur 1Cas] 


The Popular-Priced 
Casting Gold 


For |-Piece and 
Unit Castings, 
Clasps, Bars. 
Saddles, etc. 


GOLD COLOR 
per dwt.—$1.70 
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JELENKO 
2</ \RMUILAY 





era 





rs The Popular-Priced 
Abutment Gold 


: For Carmichaels, 
Inlays and all 
Crown and Inlay 
Abutments. 


DR SOLD COLOR 
0 nor due n!.66 








4ANUFACTURERS AND REFINERS OF DENTAL GOLDS 


36 WEST 52nd STREET NEW YORK, JU. S. A. 
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WHAT 
TOOTHPASTE 
SHALL | USE? 





THE KOLYNOS COMPANY . 


Check YOUR requirements 


for a good toothpaste! 


Recommend KO LYN OS 


REG. U.S. PAT. OFF. 


DENTAL CREAM 


Kolynos meets all these requirements—reason enough for it 
to be awarded the seal of acceptance of the American Dental 
Association’s Council on Dental Therapeutics. Your patients, 
too, will appreciate that advertising claims for Kolynos are 
acceptable to the Council. 
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You re In The 


Headlines Now! 
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ook a war to do it, but at long last 
people of America are alarmed over 
ate of the nation’s dental health. 


sare concerned over the number of 
its rejected because of dental de- 
They have been rudely awakened 
icimportance of care of the teeth. 
yare conscious as never before of 
wed for a really thorough oral ex- 
uation. And they know a thorough 
ination must include x-rays. 


l-are you prepared to handle this 
nxray work? 


¢ you an x-ray unit of your own 
htin your own office so you may be 
of the best possible results? If so, 
it 100% shockproof? Is it radiogra- 
iallyon a par with present-day stand- 
K! Is it efficient? Easy to operate? 


W-with the accent on oral health— 
the time to equip your office with a 
; dental x-ray unit. Now, too—in 
edays of shortages and priorities— 


is the time to considerthe CDX, the repu- 
tation of which has been built mainly 
on durability and long-time economy. 


Let our catalog tell you the complete 


Please send your helpful and informative 


catalog on the CDX Dental X-Ray Unit. 


Name 





Address 








Dealer 
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GENERAL @ ELECTRIC 
X-RAY CORPORATION 


2012 JACKSON BIiVD. 
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ELECTRIC 
SOLDERING MACHINE 
No. 21 


ideal for intricate sol- 

& dering operations—such 
as on clasps, tangs, rests, 
etc. 





The TORIT Electric Soldering Ma- __t #8 8 low-priced fully guaranteed out 
that is praised by technicians everywhere 


chine is not intended to replace the gas for the quick, neat way it does; 
blowpipe entirely. It is, however, 1n- Available with or without foot a. 


dispensable for numerous delicate sol- 

dering jobs that are not easily done with N E W C A TA L O G 
a blowpipe. Heat is concentrated to the No. 14 Now ready 
part to be soldered, so material adjacent ASK FOR YO UR 


to it need not be damaged. fe FE E C O Py 
Tarit Manufacturing Co. 


279 WALNUT ST ST PA MIN 




















FREE...a generous sample to every dentist 


We want to prove to you the effectiveness of PUSTOLENE—a dependable root A 
canal filling, abscess remedy, and nerve capper. Your card or letterhead will = 

bring a generous 30-treatment sample at no cost or obligation. Join the many . 0 E 
practitioners who are using PUSTOLENE daily. 

J. A. SPRAGUE & CO., 325—19th Ave., Columbus, Ohio. aaa 











* “PARFAIT ACRYLIC’ “GUM-TINT ACRYLIC 
BOROUCTORY GWE Se 


One-unit PINK or CLEAR & Suf. Liquid 
THE PARISIEN CHEMICAL CO., INC., Toledo, Ohio, U. S. 
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P DENTISTS make PROFITS Bm 


4 
CO-ORAL-ITE impression material saves time, saves Re 
labor ... and that means money to you. This handy [ay 
cement-like impression material, efficiency proved, 
assures quick, accurate impressions. Simply mix 
powder from pour-spout can, with liquid from tube 
... to proper consistency. No muss . . . No fuss... 
but efficiency plus. Just tell your dealer you want to 


try CO-ORAL-ITE ... then you'll be a booster too. 


CO-ORAL-ITE DENTAL MFG. CO. 
SANTA MONICA, CALIFORNIA 











WPECIAL FOR MASSAGE BRUSHING 


EPARATI ON—CALSODENT— BRUSH—On the Calsodent Brush the) 
PR ins no abrasives, no soap, no sodium head is not tufted, not too long, not too 
conte ae A capful of Calsodent makes broad, not too narrow. Small head with | 

ee of solution. Used asa brushing crested brushing surface permits proper 
pa massage brushing pleasant; application against all gingivae. Spaced | 
dip, debris from brush; ‘‘cuts’ tufts penetrate into interproximal 
remove adicates and neutralizes mouth spaces. Bristles in Calsodent Brush keep, 
soci lution also acts as most effective resilience longer because they are of top 
acid. 90 quality. 
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SPECIAL OFFER—two-thirds off—less than 
cost for materials you need for instructing 
patients in proper brushing methods or for 
giving chair massage treatments. $3.00 value 
for $1.00—5 handy kits. Each kit contains a 
50¢ Calsodent Brush especially made for 
massage brushing and a 10¢ bottle of Calso- 
dent that makes 214 quarts of massage brush- 
ing solution. At this price, no more than 3 
kits at a time. 
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WEBBED 
Rechber P 


@ It retains the abrasive at 
higher speeds 

@ It cuts faster with less pressure 

®@ It does better work 

@ It does more work 

@ It lasts longer 

@ It has more working surface 

@ It conforms to the tooth surfac 

@ It fits your handpiece 

@ It runs true 

@ Is easy on the patient 

® Is smooth and gentle in operation 

@ Is made of clean white special 
rubber 

@ Is permanently mounted 

@ Is the last word in efficiency 

@ and COSTS MUCH LESS. 


Pat. Sept. 14, 1937 


CRESCENT DENTAL MFG. CO. 
1839 S. Crawford Ave., CHICAGO 





Model 
illustrated 


$4125 


COMPLETE 


Write for 
Catalog 
showing 
full line of 
Dental Fur. 
maces 


HUPPERT WAX ELIMINATOR FURNACE. 
For smallest inlay ring or largest flask. Tem. 
peratures up to 1600° F. Three heat ranges, 
Large Muffle. Large, accurate Pyrometer. 


Stainless Steel metal parts. 


K.H HUPPERT 


Chicago, Il. 


156 W. Walton Place 































In these extraordinary times, you may have 
assumed it isn’t easy to buy Royalchrome furni- 
ture. Like many another manufacturer, Royal 
has its problems—and tough ones But we're 
still in business, and are continuing to fill most 
of our customers’ needs. Delivery is sometimes 
unavoidably delayed, but at least it's delivery. 


PS Waele 
OISTIMCTIVE FURNITURE 7 


ROY ALCHROME is used every- 
where to equip the offices and re 
ception rooms of doctors, hospi- 
tals and institutions. 






[maratee ei since “or- 


ROYAL METAL MFG. CO. 
161 N. Mich. Ave., Dept. B., CHICAGO 
New York -* Los Angeles * Toronto 
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...Modern dentistry is prepared !...Prepared to offer re- 
lief with skilled operative techniques and with pharma- 
ceutical preparations which are dependably uniform, ! 
pure and potent. That the local anesthetic solution 
selected possesses these qualities is particularly impor- ! 
tant. So important, that every step in the manufacture 
of Abbott’s Procaine Hydrochloride Dental Cartridges is 
policed with an alert and deep sense of responsibility to 
thedentist and his patient.Truly, the creed of Abbott control 
technicians is, ““Test, test, test—check and re-check.”’ But 
Abbott’s Procaine Hydrochloride Dental Cartridges have 
more than uniformity, purity and potency to recommend 
their use. Individual labels appear on each Abbott Dental 
Cartridge to obviate the necessity of remembering amount of 
epinephrine dilution and to minimize confusion and errors. 
Moreover, an exclusive bacterial vaccine stopper prevents 
pressure leakage and permits easier, quicker penetra- 
tion by the needle. You can begin appreciating these 
advantages by ordering Abbott’s Procaine Hydrochlo- 
ride Dental Cartridges from your favorite pharmacy 








? today. ABBoTT LABORATORIES, North Chicago, Il. 






Procaine Hydrochloride 2% with Epinephrine 1:30,000 
Procaine Hydrochloride 2% with Epinephrine 1:50,000 
Procaine Hydrochloride 2% with Epinephrine 1:60,000 


Procaine Hydrochloride 2% (without Epinephrine) 





In boxes of 10 and 100 cartridges 














I've used 


STERODENT 


cleanser for 























Since 1925 the superlative 
cleansing qualities of 
STERODENT have kept 
constant pace with the pro- 
gress of modern dentistry. 
You'll like this “tried and 
true’ product! 
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FIRST strip teeth of mucin 


with OraClenz Coagulent. 


S E C 0 N D Sterodent’s efficient 


cleansing agent then does its 
good work much faster. 


R E 5 U L T pearly luster in less 


time ...teeth that reflect a 
superior prophylaxis...a walk- 
ing advertisement any dentist 
would be proud of! 


Order STERODENT 2242, 


Included at no cost will be 
sufficient OraClenz Coagulent 
tablets to make a mouthwash 
for your two-step technique, or 
for other mouthwash purposes. 


STERILE PRODUCTS CO., INC. 
sie OF © 8 C2 On On Fn © OR a Vn e.\ 





cinmeeiniiae 
Use Copper Dies! 


@ For inlays and crowns of Plastic 
. Porcelain .... and Gold. 


use accurate copper dies. 




















Make them with the 


Copper-Smith 
Copper Plating Unit 


Then you'll be SURE of the necessary 
accuracy! What’s more, you'll get a 
simplicity of operation that will sur- 
prise and delight you, and savings 
| which will mount up as time goes on. 


One Compact Unit 








| 
Takes up little room. Has drawer for 


accessories (all included) and snug- 
fitting cover to keep solution clean and 
warm, thus insuring faster plating. 


6-Impression 20-Impression 
Unit Unit 
Illustrated. For For laboratories, 
dentists, priced at, 








$59.50 $79.50 


Complete with All Accessories 


Ask for full information at your sup- 
ply depot or write direct to— 


— A 
DENTAL CER STUDIO 


1624 FRANKLIN STREET. OAKLAND, CALIFORNIA 
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Clip out and paste on your envelope... no postage required 





FIRST CLASS 
PERMIT No. 1158 
(SEC. 510, P. L. & R.) 

PITTSBURGH, PA. 





BAS 
USINESS REPLY ENVELOPE 


yO POSTAGE STAMP NECESSARY IF MAILED IN THE 
UNITED STATES 
















§ THE 
ELOPE 
M eee 


ws You Can Use 


:a monthly state- 
ent enclosure. 


For reception room 
Ds. 


For dental societies 
ind Parent-Teacher 
Awociation groups. 


For patient distri- 
bution ‘upon dis: 
missal, 


For enclosure with 
patient recall cards. 





POSTAGE WILL BE PAID BY 


DENTAL DIGEST, INC. 


in the coupon and enclose it TODAY 


inethical patient education * 


1005 LIBERTY AVENUE 
PITTSBURGH, PA. 


for your greater 


CONVENIENCE ..... 


No matter whether you want to reorder a new supply of YOUR TEETH 
AND YOUR LIFE or if you want your first copies, the envelope form 
above and the coupon form below are for your greater convenience. 
Merely clip the envelope form, paste it on one of your regular mailing 
envelopes—no postage required. 

The profession’s ever-increasing interest in this new booklet is proof 
that it is patient education material of the type dentists have wanted. 
YOUR TEETH AND YOUR LIFE tells a convincing story. It is strictly 
ethical and is intended primarily for distribution to patients. To date we 
can report sales totaling over 130,000 copies. 

You can use YOUR TEETH AND YOUR LIFE in your practice. Send 


$1.00 for a trial supply of 25. You'll 
want to reorder a larger quantity HERE’S THE 


after you decide how you can use the COUPON 


material to best advantage. 


a THE DENTAL DIGEST 
1005 Liberty Ave., Pittsburgh, Pa. 
MAIL Here is $......covering...... copies of 
COUPON | YOUR TEETH AND YOUR LIFE. 


jour regular mailing envelope. Tk. pdtnsa~eeheeddsceendesewneeeeen 

te the address form on it and FOR 

& oe . — YOUR RE. . cncctenndendtndeeseweisane 
youll be delighted wit 

little booklet no matter how SUPPLY Ci 

d copies you order. Invest sity eeeeveeveeeeeeeeeeeeeeeeeeeeeeee 
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WULMOT CASTLE COMPANY, 


1109 University Ave. Rochester, % | 





A MERICA is in a hurry today . . . 
and that means a larger practice for 
doctors . . . with many new problems, 

If your problem is the need for both 
additional storage space and safe steril- 
izing, the Castle Cabinet Instrument 
Sterilizer is the answer. With it you get 
Castle Sterilizing Safety with an ample 
storage cabinet and large free top space. 

In extremely limited space the Castle 
Portable Sterilizer will give you th 
sume sterilizing safety. 

But compare the cost of the two 
The cabinet model vives Vou so man 


rihenre hin wer beatles fhheore’ Peeeethe’y 
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“STAR” BRAND DENTAL RUBBER 





makes strong, light weight, durable dentures 


: Dentures made with “STAR’’ BRAND Rubber are dense, 

~y _ homogeneous and hard. They are strong and durable yet 
= o>, ™. light of weight, with a desirable modulus of elasticity. 

’ “t “=e Odorless and tasteless — “STAR’’ BRAND will 





ee —— , 
i <4 please your patients. 
— Shrinkage controlled, easy to work, mod- 
a is ° . . 
~~ S, oy oe ~. erate in price—this new formula has 
oo =m Ep. : : 
Me, tis “Sy. é advantages. Now made in 
Ay Me, tig F . en. _ many advantages. Now mad 
* yy he 


—_ eleven shades including 





e 
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No. 78 —Light Orange 











3 No.88 —Cherry Red 
No. 89D—Deep Pink 


‘ny ee a : 
\ * ¥ 4,4 — Oey No. 79 —Light Red 
‘ mi ‘ ~ Pr No. 87 —Brilliant Red 
‘ * a gh 


INRODUCTORY ee ae 
BOX...... $1.00 QB 


SPECIAL INTRODUCTORY OFFER 
5 sheets (1 of each new color) will be sent 
through your dealer or direct for $1.00. 


I ATLANTIC RUBBER MFG. CORPORATION Dept. OH-4202 , 


Successors to Traun Rubber Co., 239 Fourth Avenue, New York, N. Y. | 
} Enclosed $1.00—Please send me your SPECIAL OFFER on “STAR” BRAND (1 sheet each of - 
I five new colors) ' 
IN ie id a Cee eh ANKE RTREE 6 OSES 4 86 OE ee ee ss 2 ine eek eee ; 
OPES Ee reer rere rer rere rrr ret tte ee re Serr ye eer ' 











QT-NO The 


Superlative 
Design and Qualit 
Model-D yeti ’ 


Your Consideration 
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@ Straight Bristle Surface EOE CUTING COMPANY, 691 Wrandette o 
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@ Su Unbleached Bristle 
@ Re-intorced End Tuht 
@ Holds it shape | onge: 

) 


Lee coupen teda) 





















































RE Ses — 


29 Tels 
i b@ie 





Mlustrating an tmportanvut 


WHAT IS “RANGE OF HARDNESS”? 


Range of Hardness is the scope of a material's avail- 


ability at varying resistances to wear and identation. 
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Why is Gold's Range of Hardness Important in 


"9 Dentistry? Whereas non-precious dental metals have a fixed 

hardness within relatively restricted limits, the many dental golds 
provide a tremendously wide, useful range from which the dentist 
il may choose his exact requirements. 

Also, since individual dental golds (particularly the harder pre- 
cious metal alloys) can be softened so readily for all necessary final 
denture adjustments and then rehardened, they are easiest to fab- 
ticate into accurately-fitting, more serviceable dental appliances. 





ANNE PLATINUM METALS IN DENTISTRY 
o® FORTY EAST FIFTY-FIRST STREET, NEW YORK CITY 























When Epidemics 
Threaten 


Give the mouth and throat extra care 
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YOU BE THE JUDGE, DOCTOR! 


RETTO DENTURE CLEANSER RETTO ADHESIVE 


Developed by a practicing dentist. Recommended by dentists for years. Put both 
to any test you care to make and they will measure up to your most exacting 
requirements. Guaranteed to perform effectively and safely. You can recom- 
mend RETTO products with confidence. Send your card or letterhead for FREE 
samples. 


RETTO PRODUCTS COMPANY DEPT. J CLEVELAND, OHIO 




















ALL A Prompt service STILL guaranteed 
A ~ e We will recondition your A.C.Clark equipmentata 
minimum of cost. We can replace broken or 


Work fully guaranteed. worn parts promptly. No delay, 


2 ZQUIPMEN 

GLAZBROOK BROS. DENTAL SERVICE SHOP T PAR ' 

7225 Wentworth Avenue Chicago, Il. T 
>». 
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YOUR EYES ARE PRICELESS 
PROTECT THEM WITH A 


PROPETHEUS 
DENTAL LIGHT 


Less eyestrain—more light in- 
side the mouth. Write today for 
descriptive literature. 


PROMETHEUS ELEC. CORP. 
407 W. 13th ST., N.Y.C. 











fomed DIES 


FOR INLAYS AND JACKET CROWNS 














Hanau Electro-Forming equipment 

makes possible an exceptionally 

practical technique for producing 

accurate metal models for inlays 

and jacket crowns. The procedure 

is simple and economical. It con- 

sists of electrolytic deposition of 

The Hanau Jr. Electro-Forming Copper on your impression. The result- 
Outfit above is the ideal equip- ant die is exact to size—no shrinkage or 
ment for the average practice. It expansion—precise to the finest detail. 
ppeilt for years of trouble-free Electro-formed dies have sharp, hard 
bones cemie edges which do not chip or distort dur- 
ing burnishing or swaging. They are ex- 


The price, complete, is $28.75 at 
cellent with porcelain or acrylics and will 


your dealers. For full details— 





write for free catalog. not contaminate gold. 


HANAU ENGINEERING CO., INC. 
1233 MAIN STREET BUFFALO, N. Y. 


DIES AT LESS THAN l1* WITH 


HA N A U Electro -“Formers 
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Same Dental Cups and Tips 
Cleansi a. 20 a MA ¢ 


RIGHT ... ON THE Gums 


THE DENTICATOR Gum Massager 


—A TYPE FOR EVERY INDICATION— 
REG. U. S. PAT. OFF. 








in Prevention and Treatment of 
Sold by Dental Supply Dealers 
and Drug Stores Everywhere 








TO TRY—SEND FOR 
FREE SAMPLE 


THe 











LENGTH 7% INCHES 


as used Professionally by thousands of Dentists for 
Used successfully by patients between office visits 
stubborn cases of Gingivitis-Pyorrhea-Trench Mouth, 
Made in U.S.A. 


oe 
Denricator Co. es 
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AMUFPACTURERS © OISTRIBUTORS *ERPORTERS 


| 1055 Mission Street 














Rubber 




















INDIVIDUAL 
UNIT ......0. 


One Shade 





$950 





JUNIOR UNIT 
§ Shades ...... 


Stains & Flask 


20 


NELSON-KRAMER CORP., P.O. Box 309, Royal Oak, Michigan 


SENIOR UNIT 
11 Shades ...... 


Stains & Flask 





ENAMELTONE Now Available 
In “READYBLEND” UNITS 


In these units the colors are already blended together to match the Dentine and 
the Enamel of the Dentist’s Supply Co.’s NEW HUE SHADE GUIDE. It is, there- 
fore, not necessary for the operator to mix or blend PRIMARY COLORS together 
in order to arrive at a shade. 














any time. 
Comes in jars 
Thinner is incl 
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D. P. DENTURLYNE 


THE SELF-CURING RESIN RELINE 


A non-toxic reline material chemically balanced to allow a slow set under 
mouth conditions. 
Not a sticky paste, but a smooth flowing plastic, which sets hard in the 
mouth thus permitting easy cleansing and will last for months. 


Does not burn, but creates a soothing fresh sensation. 
Increases stability and suction as much as 100% on all dentures. 
Ideal for the immediate restoration as additional material may be added at 


& 
THE MODERN MATERIAL FOR AN ANCIENT NEED 


already mixed. Sufficient for twenty re-lines. A small bottle of 
uded in each package so that the consistency may be changed 


to suit individual requirements. 


Sold on a Money-Back Guarantee. 


Order from your dental dealer. 


DENTAL PERFECTION CO. 











MANUFACTURERS OF 


2323 W. Washington 








DENTAL. SPECIALTIES 


Los Angeles, Calif. 
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is the tissue compatibility rating of 
your local dental anesthetic 


Here is a local anesthetic so new... and so 
diferent... . that we proudly proclaim it the 
geatest advance in dental anesthetics in the past 
quarter-century. 

Glucaine still relies upon the tried and true 
diciency of Procaine as the anesthetizing agent 
... but here ceases all similarity to ordinary anes- 
thetics, for Glucaine employs an entirely new 
whicle replacing harsh Hydrochloric Acid to 
wry procaine into tissue. This vehicle is Gluconic 
Acid, a mild sugar-acid and a highly beneficial 


medical substance whose ready assimilation by 
the body is well known to all medical and dental 
practitioners. 

Glucaine is therefore more compatible to 
human tissue, i.e., it has the highest tissue Com- 
patibility Quotient, and its efficacy in use is 
proved by the fact that dentists are daily making 
hundreds of injections of Glucaine with out- 
standing results. Keep abreast of this most modern 
development in dental anesthetics . . . Order 
Glucaine from your dental dealer. 


LEE S. SMITH & SON MANUFACTURING CO., PITTSBURGH, PA. 


here in Epinephrine ij ~ en . a 7 
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Boxes of 100 large 
size cartridges. 
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DOHERTY’S GUTTA PERCHA FOR TEMPORARY FILLING? 





SEND THIS ADVERTISEMENT 
AND 40c (NO STAMPS) FOR SPE. 
2 CIAL SLIDE PACKAGE CONTAIN. 
ING 1 OZ. EITHER PINK OR 
WHITE ALSO ASSORTED, TO: 


EUGENE DOHERTY RUBBER WORKS, INC. 
110-112 Kent Avenue, BROOKLYN, N. Y., U.S.A. (O.H.) 





























od 


*Reg. U. S. Pat. Off. 














Anacin helps relieve the pain and dis- 
comfort following instrumentation and 
extraction. 


Most dentists who are concerned with 
their patient’s comfort, not only during 
the period of treatment, but after this 
period as well, rely upon Anacin as an 
effective relief for post dental pain. 


For further details, write directly to: 


THE ANACIN COMPANY «+ JERSEY CITY, N. J- 
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The use of Bayer-Tablets of Aspirintoeff |“ 
fect relief of pre- and post-operative dental \ 
pain is standard in most dental practices ; 
today. — 
Perhaps it is not fully appreciated tha \ 

the antipyretic action of Bayer Aspirin is 
of value where infection has complicated 

the dental picture. 


Each tablet of Bayer Aspirin contain; Y 1 
the full dosage of the pure drug and this 
fact, together with rapid disintegration in 
water, accounts for its speedy and effective | 
therapeutic action. | 

Professional samples of Bayer-Tablets | 
of Aspirin are mailed regularly to dentists. ) 
If you wish to avail yourself of this service, 
drop us a card and we will be glad to add 
your name to our list. 
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BAYER ASPI 






























170 VARICK STREET NEW YO! 
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Ethically promoted. Not advertised to the laity. 





“Lack of Vitamin A—Severe lack of Vitamin A during the 
formation period of the teeth may therefore Gause severe 
abnormalities in development ... . 


“Lack of Vitamin B—Vitamin B probably has an indirect 
effect on the teeth by affecting the general nutrition of the 
whole organism .... 


“Lack of Vitamin C—An adequate intake of Vitamin C is 
necessary for normal tooth growth and tooth structure, and 
the maintenance of healthy gums in man.... 


“Lack of Vitamin D—each person should plan his diet so 
that all factors including Vitamin D are present in abun- 
dance.” 


Particularly during the formative stage of the permanent 
teeth as well as during the rapid growth periods throughout 
childhood, why not insure intake of protective vitamin 
factors by recommending 


WHITE'S MULTI-VI CAPSULES 
Vitamins A, Bi, Be(G), C, D and Nicotinic Acid 





WHITE LABORATORIES, INC. * NEWARK, N. J. 





*Abt, A.F.: Arch. of Ped., 58:210-227, April, 1941. 
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NOVOCAIN w1#COBEFRIN 
NOVOCAIN-PONTOCAINE-COBEFRIN 


Cree /O0 will waepeitirwd putele 
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denial pain 








| PREVENT PAIN .. ALLAY 
' APPREHENSION WITH 
COBEFRIN SOLUTIONS 


“He hurt me too much” is the common complaint of 
many patients who “change dentists” but who could be 
taught that your efforts to prevent pain are equally as 
important as your skillful work and use of fine materials. 


In most instances, this attitude readily responds to the 
protection-against-pain made possible by routine injec- 
be tions of Novocain with Cobefrin, Cook or Waite—or 
»” Novocain-Pontocaine-Cobefrin, the new saline-base 
/ Waite formula for prolonged anesthesia. Both of these 
Cook and Waite anesthetic solutions are dependable. 
They are equally uniform, free from disturbing side- 
effects. 
Select one for that next “sensitive” case, and learn 
how valuable these anesthetics can be in your practice. 


COOK LABORATORIES, INC. - THE ANTIDOLOR MFG. CO., INC. 
170 Varick St., New York, N. Y. Laboratories: Rensselaer & Springville, N.Y. 
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Patients like these 
Value Dental Care... 

























® 
ZZ Send my copy of 
| “A Simple Story that 
is Making Dental 
| History.” 

l 


(]) Have a represent- 
| ative call. 
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..and will seek it regularly if they do not have 
to suffer unnecessary pain during treatments. 


You can cultivate the opportunity for increased 
practice these patients represent by obtunding pain 
through the simplest and most pleasant method— 
Nitrous Oxid anesthesia and analgesia. Users of 
Ohio-Heidbrink equipment have proved this fact 
by keeping their appointment books filled. 


Ohio-Heidbrink equipment —the Heidbrink 
Simplex, the Ohio Analgesor, and the Heidbrink 
Airator, soon pay for themselves in increased prac- 
tice by making you known as ‘“‘a dentist who does 
not hurt.’’ Write for complete information by using 
the coupon below. 


The Ohio Chemical & Mfg. Co. 


PIONEERS AND SPECIALISTS IN ANESTHETICS © 
1177 MARQUETTE STREET » CLEVELAND, OHIO 
Branches in all principal cities 


The Ohio Chemical & Mfg. Co., Cleveland, Ohio 


Name 





Address 
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Iwo generations of dentists have recognized Revelation as A Powder of 
Merit. Its national success was no overnight sensation, but the growing 
recognition by dentists in one city after another. They used it themselves 
and recommended it to patients. Professional recognition of its merit as 
asafe, effective dentifrice, has always been, as it now is, the major rea- 
son for Revelation’s widespread popularity. Strict adherence to the for- 
mula perfected in 1907 by August E. Drucker, is your assurance that the 
essential qualities of Revelation Tooth Powder shall remain constant. 
Our aim is to continue to merit the complete confidence of our friends of 
the dental profession. Do you happen to be among those who have not 
yet been “converted? If so, please accept our offer to send you com- 
plimentary testing samples. 


Dentists assigned to Army or Navy service are requested to 
send us their present location and rank; also previous address. 
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AUGUST E. DRUCKER CO., 2226 Bush Street, San Francisco OH2-42 


[] Professional stationery enclosed 
[] Send full size can for personal trial 
[] Send testing samples for patient distribution 
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When you provide your patients with Hue- 
lon restorations, you’re certain of success! 
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10c per word, initials 
and figures used each 
counting as one word. 
Please send _  remit- 
tance with your order. 


Three dentists wanted. Illinois licenses. $175 to 
$200 a month. Permanent connection for right 
men. ‘“‘SP’’ Oral Hygiene, Pittsburgh, Pa. 


WANT ADS 





WANTED: Dentist, age 26 to 40, preferably mar- 
ried and out of draft, for ichigan practice. 
Must be licensed or willing to take Michigan 
State Board examinations, possess ability, excel- 
lent health, pleasing personality, and a clean 
ethical record. Salary rate of $3,300 to start, 
paid vacation, sick leave, and group insurance 
privilege. Attractive association to qualified appli- 
cant. In reply, send picture and give complete 
record. ‘‘F’’ Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Well established practice. Complete 
modern equipment. Most desirable suburb west of 
Chicago. Will remain with and introduce pur- 
chaser. ‘‘C’’ Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Practice and equipment in residen- 
tial Hyde Park, Chicago; established forty-two 
years. A rare opportunity. ‘‘K’’ Oral Hygiene, 
Pittsburgh, Pa. 





FOR SALE: Three chair modern equipped dental 
office with x-ray and gas machine. City; twenty- 
five thousand. Retiring; ill health. ‘‘OR’’ Oral 
Hygiene, Pittsburgh, Pa. 





WANTED TO BUY: Dental practice located in 
Essex, Passaic, or Bergen counties in New Jersey. 
State details. ‘‘P’’ Oral Hygiene, Pittsburgh, Pa. 





FOR RENT: Dental office at 104 East 38th Street, 
Indianapolis, Indiana. Address Dr. O. B. Booher. 





DENTAL TECHNICIAN with long experience in 
all phases of mechanical dentistry desires work 
evenings with reputable dentist in Pittsburgh, 
Pennsylvania. Can furnish all necessary equip- 
ment. ‘‘S’’ Oral Hygiene, Pittsburgh, Pa. 





FOR SALE: Dental practice and outfit; one 
chair, cabinet, gas machine, furniture. Rent for- 
ty dollars per month; heat included, also water. 
Cause; ill health. Cash business. Dr. R. J. 
Eccles, Pleasantville, N. 


an 
Practices for sale. Th. 
minimum charge is §2 


Retiring periodontist will su : 

tunity to acquire select clientele earns joe" 
treatment excludes drugs, chemicals files. « - 
ettes, chisels and electro-coagulation. synou 
digital skill not essential for successful porte 
mentation. Reference required. “KJ” Ora ee 
giene, Pittsburgh, Pa. By- 





El Lae, 

TECHNICIAN: Expert denture and 
in charge of five man laboratory. Brat 
go anywhere. Age 31; single. Consider sales ¢: 
detail proposition. Write or wire full detail. 
WW” Oral Hygiene, Pittsburgh, Pa. é 





Lr, 
WANTED DENTIST: Ohio license 
steady, sober, neat in appearance, ‘aie } 
around operator. No night work. Real salary to 
right man. ‘‘X’’ Oral Hygiene, Pittsburgh, Pa. 








DENTIST WANTED: California lice 

portunity and excellent salary. Office . in > 
Must be reliable, sober and all around dentist 
State full qualifications. Excellent opportunity 
for family man, good schools. Position perma- 
nent. ‘33’? Oral Hygiene, Pittsburgh, Pa. 





WANTED: Experienced operator to i 
busy New York State dental office. eee ae 
ide Exodontia experience required. State quali- 
fications, age, religion, and salary expected. “KL” 
Oral Hygiene, Pittsburgh, Pa. 





Practices furnished and sold, locations, partner- 
ships; all states. F. V. Kniest, 1537 S, 29th St. 
Omaha, Nebr. . 





SELLING YOUR PRACTICE: Why not use the 
classified columns of The Dental Students’ Maga- 
zine; circulation of 10,750 monthly, includes 
students of all classes in dental schools in U.S.A. 
and Canada; together with 3400 recent graduates 
of 1940 and 1941 any of whom are now looking 
for a location such as you have to offer. Rates 
$2.50 for 50 words or less. Cash with order. Ad- 
dress Dental Students’ Magazine, Palmolive 
Bldg., Chicago, Illinois. 





WANTED: Dental Hygienist for office in Pitts- 
ky Pennsylvania. ‘‘DD’’ Oral Hygiene, Pitts- 
rgh. 
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Heavy duty, ball-bearing motor; 1/6 h. p., 2 speeds. 
Special type chuck remover. 1-Year Guarantee. Price, 


without chucks. Write for bulletin 76. 


BALDOR ELECTRIC CO., 4372 Duncan Ave., St. Louis, Mo. 





DENTAL LATHE 





$382 








The World’s Best Rubberized Abrasives for 
Fine Grinding and Polishing 


Send for free sample today or if you prefer send $1.00 for special 33 wheel assortment. 


CRATEX MFG. CO. 





ACT NOW ... There is no charge—any 
practicing dentist can try CRATEX 
Wheels and Points at our expense. We 
want the product to sell itself. That’s why 
we expose it to you. Be convinced by a- 
tual test. Merely indicate your preference 
below and then paste this ad on a penny 
postcard. Within a short time you'll have 
the sample Wheel. You'll be convinced 
at our expense. That’s our guarantee. 


81 Natoma Street, San Francisco, California 
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HIRST LINE OF DEFENSE 


When your patient needs advice on the proper care of 
the teeth, may we suggest the following time-tested regi- 
men of prophylaxis: 

Morning and evening the proper use of Phillips’ Milk 
of Magnesia Tooth Paste and Phillips’ Milk of Magnesia 
Tooth Powder to keep the teeth clean and to neutralize 
mouth acids on contact. 

As a follow-up, the use of Phillips’ Milk of Magnesia as 
a antacid mouth rinse. 

Phillips’ Milk of Magnesia remains a standard form of 
atacid medication, which has steadily grown in profes- 
sional preferment through three generations. 


PHILLIPS’ 


Milk of Magnesia 
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FLECK’S CEMENTIL 


QUESTIonN 





ten 


(OXY-PHOSPHATE OF ZINC) 


FLECK’S ARGENITE used with Fleck’s Cement 


powder in place of regular Fleck’s liquid pro- 


vides a sedative germicidal cement for cap- 
ping pulp exposures and near exposures. Its 
unique, germicidal action saves teeth that 
could never be saved before! It depreciates 
red cell infection, carious recurrences and 
provides conditions which are favorable for 
the growth of secondary dentin. 


FLECA’S RE 


the standa 


FLECK’S BLENDING POWDERS provide a dependat 


means whereby cement may be used estheticall 
under porcelain and acrylic inlays, crowns, ete. Th 
concentrated shades of pink and gray were sp 
cially developed to be blended with regular Fleck’ 
Cement so that it may be matched perfectly to! 
teeth or ceramic and acrylic restorations. The 
cement powders can be used to advantage to asst 
a more esthetic, live appearance to cementation 


germicidal 





Ml/Th MIZZY, INC. «© MANUFACTURER: ? &. I 










ION 





Answer’: First, unless each batch of a given cement is 






identical to the next, the change in its properties and behavior 



















in spatulation would not permit a consistent cementing tech- 


ted 


nique. Second, a variation in the cement itself promises un- 


predictable variation in results. 





Fleck’s Cements are known to have a unique uniformity. 
Every color is uniform in every batch, and each batch is guar- 
anteed uniform with every other batch in all its colors. With 
Fleck’s you can be sure of the same superior strength and den- 
sity—the same resistance to penetration, disintegration and 
solubility regardless of batch number or shade. You can be 
certain of unvarying uniformity of setting time with all Fleck’s 


colors under all conditions of humidity and slab temperature. 


a eee lato eel aE nite. ase eT 


Because it’s safest ... because its recorded performance is 


unmatched, most dentists throughout the world use Fleck’s. 





‘TFLECK’S CEMENT 


(RED COPPER)* 





pendab FLECK’S RED COPPER ~ ramous throughout the world as 
theticall the standard for germicidal cement assures positive 
, ete, Ty germicidal protection in posterior cementations, linings 
yere sym underneath amalgam fillings and in children’s dentis- 
r Fleck ‘ty. Its special properties made possible the protective 
ly to ling’ cementing technique which is now normal procedure in 
s, Th routine practice. Fleck's led the field in all 21 tests of 
‘0 ass most comprehensive research ever conducted on 
ntationg®? copper cements. 
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Although we aim foraccuracy in this 
index, last minute changes often 
alter page numbers and positions. 
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“MAKE YOUR OWN 
INDIVIDUAL TRAYS 





that will have the properties of vulcanite— 
easily and inexpensively with 


ACKERMAN TRABASE 


A non-warping thermoplastic composition for constructing individual trays 



















Just imagine being able to construct a tray within ten minutes at a cost of 
only twelve cents that will have the following properties: 


{High Fusing to Prevent Distortion. 4—Additional material can be added to 


9—Will not warp from mouth temperature. Trabase if overtrimmed. 


3=No Distortion when muscle trimmed 5—Excellent strength. 











and post dammed with compound. 6—Perfect adaptation to cast. 

NEW naan LINGUAL 
LOWER AND 
DESIGN > BUCCAL 

ALLOWS « | EXTENSIONS 





FOR ACCURATE TRY-INS USE 
ACKERMAN TRIALBASE 


Same composition in Base Plate thickness 





Order both Ackerman Trabase and Trialbase from your dealer on our 
MONEY BACK GUARANTEE. 


a Visit Booth 136 Chicago Midwinter Meeting February 23 to 26. 


sl ACKERMAN DENTAL MFG. CO., SANTA MONICA, CALIFORNIA, U. S. A. 

















WHEN tea-table conversation turns to dentistry, wouldn’t you like to 
have a patient express her appreciation of your advice regarding home care 
of teeth? That frequently happens, especially when you have recommended 
the use of Squibb Dental Cream and the Squibb Angle Toothbrush. 
Because of its unique design, the Squibb Angle Toothbrush does a grand 
job of getting at hard-to-reach surfaces of the teeth, while Squibb Dental 
Cream brings a feeling of cool refreshment and cleanliness. Squibb Dental 
Products are recognized for their high quality and dependability and deserve 
a place in your practice. 
SQUIBB DENTAL CREAM—A safe, effective dentifrice with a cool, minty taste that 
makes the daily routine of brushing the teeth truly enjoyable. Made from Squibb Milk 
of Magnesia—a fine antacid. Free from any ingredient harmful to the teeth or gums. 


SQUIBB ANGLE TOOTHBRUSH—Its small brush head is mounted on a thin metal 
shank bent at an angle like your mouth mirror. Designed to make it easier to reach 


less accessible tooth surfaces. 


SQUIBB TOOTH POWDER—Safe—and pleasant to use. Its mild, minty taste is 


liked by children. It contains magnesium hydrate—an antacid. 





SQUIBB ANTISEPTIC SOLUTION—Effective and useful in oral hygiene. May be 


used as a gargle or spray in helping to relieve mouth and throat irritations. 


SQUIBB ORAL PERBORATE—A pleasant, palatable, free-flowing sodium perborate 
sowder for use on a toothbrush or in solution as a mouth wash, when indicated. 


For literature address the Dental Department, 
E. R. Squibb & Sons, 745 Fifth Ave., New York 


MANUFACTURING CHEMISTS TO THE D DENTAL PROFESSIONS SIN 






E+ R+ SQUIBB & SONS, NEW YORK — 


















PEPENDABLE 
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cepted as leaders in their field are not developed 
“ through hap-hazard circumstance. Exhaustive 
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SHIP US 
e rourscraep  Spyco No. 4, gold color.......... $1.70 dwt. 
THROUGH Aurinite No. 2, platinum color.... 1.25 dwt. 
YOUR DEALER 
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sofSPYCO SMELTING & REFINING CO. 
/ 951-57 SOUTH THIRD STREET | MINNEAPOLIS, MINN. 
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FIGHTS BACTERIAL INVASION 
OF SUBGINGIVAL MARGINS 


By helping to clear up and prevent certain cases 
of edematous gingival margins, [PANA massage 
acts to minimize bacterial breeding pockets. 
Fresh circulation is stimulated in sturdier gums* 
for promotion of normal local nutrition and 
metabolism. Well hornified, thickened gingival 
tissues hold teeth tighter. 


IPANA is an invaluable aid in cleansing and: 
brightening teeth without abrasion. 
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